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LIST  OF  ABBREVIATIONS 


Telephones  connected  with  the  War  Department  switchboard  (National  2520)  are  shown  with  branch  numbers  only 


JA Jackson. 

j.  A.  G.  D. — — — — — Judge  Advocate  General’s 
Department. 


(a) Absent. 

AD Adams. 

A.  G.  D. Adjutant  General’s  Department. 

A.  G.  0. Adjutant  General’s  Office. 

Alex. Alexandria. 

A.  W.  C. Army  War  College. 

A.  C. Air  Corps. 

Asst. Assistant. 

AT- Atlantic. 

Ave.  — Avenue. 

Brad. — Bradley. 

Br.- — -■ — • Branch. 

brig,  gen.-— — - — --  Brigadier  General. 

Bldg. — — — Building. 

C.  A.  C. ■ Goast  Artillery  Corps. 

eapt.~ — — Captain. 

Cav. Cavalry. 

C.  E. — Corps  of  Engineers. 

Ch. Chaplain. 

CH— — ■ — Chestnut. 

CL- Cleveland. 

C.  of  A.  C.- — * Chief  of  the  Air  Corps. 

C.  of  B.  I.  A.-- — • — Chief  of  Bureau  of  Insular  Affairs. 

C.  of  C.  A. — Chief  of  Coast  Artillery. 

C.  of  Cav. Chief  of  Cavalry. 

C.  of  Ch. — — — Chief  of  Chaplains. 

C.  of  C.  W.  S. — Chief  of  Chemical  Warfare  Service. 

C.  of  E.— — — — Chief  of  Engineers. 

C.  of  F. — Chief  of  Finance. 

C.  of  F.  A. — — Chief  of  Field  Artillery. 

C.  cf  Inf. Chief  of  Infantry. 

C.  of  N.  G.  B. — Chief  of  the  National  Guard  Bureau. 

C.  of  Ord.- — — Chief  of  Ordnance. 

C.  of  S. — Chief  of  Staff. 

Civ. — Civilian. 

col. — Colonel. 

CO — — Columbia. 

C.  Sig.  0.-- Chief  Signal  Officer. 

DE Decatur. 

Dept.— Department. 

DI District. 

DU- — Dupont. 

FM-- . ■ — Bnerson. 

F.  A. — — Field  Artillery. 

F.  D. Finance  Department. 

Ft. — Fort. 

FR— — — Franklin. 

GE — - Georgia. 

GR — Greenwood, 

G.  S.  C. — General  Staff  Corps 

Hq. — —————— — - Headquarters. 

HI— — — Hillside. 

Hyatt.—— — — - Hyattsville. 

Inf.— • — Infantry. 


Ken 

Kensington. 

It 

Lieutenant. 

It.  col.— — — 

Lieutenant  Colonel. 

ma  j . 

Major. 

maj.  gen. — 

Major  General. 

Md. — 

Maryland. 

Med.——— 

Medical. 

M.  A.  C. — 

Medical  Administrative  Corps. 

ME- - — 

Metropolitan. 

M.  C. — 

Medical  Corps. 

NA 

National. 

NE- 

Northeast. 

N.  G — 

National  Guard. 

N.  G.  B. 

National  Guard  Bureau. 

NO 

North. 

NW 

Northwest. 

0.  D.— — 

Ordnance  Department. 



Place. 

PO— 

Potomac. 

Q.  M.  C.- — 

quartermaster  Corps. 

Q.  M.  G.  0. 

quartermaster  General’s  Office. 

Q*  Me  So 

quartermaster  Supply  Office. 

Ors. — 

quarters. 

RA- 

Randolph. 

Rd. 

Road. 

Res. 

Reserve. 

gg 

Southeast . 

Sec. 

Secretary. 

S.  G.  0. — — • 

Surgeon  General's  Office. 

S.  C.- — 

Signal  Corps. 

SH 

Shepherd. 

ST 

Sterling. 

St. 

Street. 

sw 

Southwest. 

T 

Transportation. 

TE- 

Temple. 

Tempo . 

Temporary. 

T.  A.  G. 

The  Adjutant  General. 

The  I.  G. — 

The  Inspector  General. 

Til©  «T • A • G#»— — — 

The  Judge  Advocate  General. 

The  q.  M.  G.— — 

. The  quartermaster  General. 

The  S.  G. — 

■ The  Surgeon  General. 



■ Virginia. 

WE— 

■ West. 

vri 

■ Wisconsin. 

wo 

■ Woodley. 

w.  q.  M.  D. 

■ Washington  quartermaster  Depot, 

W.  R.  G.  H. 

• Walter  Reed  General  Hospital. 

(II) 


OFFICERS  OF  THE  ARMY  STATIONED  IN  OR  NEAR  THE  DISTRICT  OF  COLUMBIA 


JANUARY  3,  1939 
SECRETARY  OF  WAR 

HARRY  H.  WOODRING,  2300  S Street  NW. 

Mrs.  Woodring 

(After  February  1,  1939,  The  Shoreham  Hotel) 
Room  231,  Department  of  State  Building,  Branch  1000 

THE  ASSISTANT  SECRETARY  OF  WAR 

LOUIS  JOHNSON,  Mayflower  Hotel 
Mrs.  Johnson 

Room  236,  Department  of  State  Building,  Branch  2124 


OFFICERS  OF  THE  ARMY 
(^Retired  Officers) 


Name,  rank,  arm  or  service 

Office  address  and  telephone 

Residence  and  telephone 

Abbey,  Evers ,maj.(capt. ),A.C»... 

Room  1606,  Munitions  Bldg. 

Br.  2192 

The  Broadmoor,  3601 

Mrs.  Abbey. 

Connecticut  Ave.  NW 

WO 

6900 

♦ifthorrij  Turtle  r 1 It . - 

2212  I St.  NW. 

Adams,  Etaory  S.  ,maj.gen.  .T.A.G.. 

Room  252,  Dept,  of  State 

Br.  2039 

2909  34th  St.  NW 

m 

4716 

Mrs.  Adams. 

Bldg. 

Br.  2040 

Adamson,  George  E. ,capt. ,Q.M.C.. 

Room  274,  Dept,  of  State 

Br,  1722 

The  Kenesaw,  16th  and 

CO 

0712 

Mrs.  Adamson. 

Bldg. 

Irving  Sts.  NW 

Adcock,  Clarence  L. ,capt. ,C.E. . . 

A.  W.  C 

NA  8772 

3822  Calvert  St.  NW 

wo 

3215 

Mrs.  Adcock. 

2227  20th  St.  NW 

PO 

4258-J 

Mrs.  Ahern. 

Albaugh,  Harold  E. ,lt.  col. ,D.C. 

Army  Dental  School 

GE  1000 

4701  Connecticut  Ave.  NW. . 

wo 

9268 

Mrs.  Albaugh. 

Albert,  Russell  F. ,lt.  col. 

Roan  320,  Winder  Bldg 

Br.  1328 

Woodley  Park  Towers,  2737 

CO 

2164 

(?*A«  Res)  | GeSeCe 

Devonshire  PI.  NW. 

Mrs.  Albert. 

Alexander,  Clyde  A. ,maj., 

Room  2403,  Munitions  Bldg. 

Br.  1411 

Army  & Navy  Club,  17th 

NA 

8400 

(F.A.)  N.G.B 

& I Sts.  NW. 

Alexander,  Samuel  H. ,capt. ,M.C.. 

Army  Medical  Center 

GE  1000 

1210  Floral  Street,  NW.... 

GE 

4167 

Mrs.  Alexander. 

The  Woburn,  1910  Kalorama 

PO 

2521-W 

Mrs.  Allen. 

Road,  NW. 

Br.  2084 

3500  Quebec  St-  NW-  « „ - * c * « 

WO 

5517 

(C.A.C.) .G.S.C. 

Mrs.  Allen. 

Allen,  Leven  C. , It. col. ,Inf 

Room  3025,  Munitions  Bldg. 

Br.  1875 

The  Westmoreland,  2122 

NO 

4134 

Mrs.  Allen. 

California  St.  NW. 

Allen,  Roderick  R. , It. col. , 

Room  320,  Winder  Bldg 

Br.  1328 

4661  Garfield  St.  NW. ..... 

WO 

5896 

(Cav. ) .G.S.C. 

Mrs.  Allen. 
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OFFICERS  OF  THE  ARM?  STATIONED  IN  OR  NEAR  THE  DISTRICT  OF  COLUMBIA 


Name,  rank,  arm  or  service 

Office  address  and  telephone 

Residence  and  telephone 

Allison,  Haskell , maj. ,S.C 

Room  3415,  Munitions  Bldg. 

Br.  2249 

4114  Military  Road.NW 

EM 

7174 

Mrs.  Allison 

* Alii son,  lames  B. , maj. gen. 

Retired 

Chevy  Chase  Club,  Chevy 
Chase,  Md. 

WI 

4100 

* Anderson , Davis  C. , col. ....... . 

Retired . . . „ . 

Toronto  Apartments,  20th 
and  P Sts.  NW. 

NO 

0106 

Mrs.  Anderson. 

*Anderson,  Edward  D. , brig. gen. . . 
Mrs.  Anderson. 

Retired 

2636  Woodley  Place, NW 

CO 

2825 

Anderson,  John  B. , It. col. ,F.A.. . 

Room  3215,  Munitions  Bldg. 

Br.  1975 

3107  Garfield  St.,NW 

WO 

7632 

Mrs.  Anderson. 

Anderson,  Jonathan  W. , It. col. 

Room  410,  Winder  Bldg 

Br.  2084 

1831  23d  St. ,NW 

DU 

4574 

(F.A.) ,G.S.C. 

Mrs.  Anderson. 

Miss  Dorothy  D.  Anderson. 
Miss  Mary  B.  Anderson. 

Anderson,  Robert  S.,  1 It., 

W.  R.  G.  H.. 

GE  1000 

1305  Sheridan  St.,NW 

GE 

8746 

Med-Res. 

Andrews,  Harry  M. ,maj. .Q.M.C.. . . 

Room  2139,  Munitions  Bldg. 

Br.  1225 

Cordova  Apartments,  20th 

NO 

1806 

Mrs.  Andrews. 

St.  and  Florida  Ave.NW. . 

Andrus,  Clift , It. col. , (F.A_. ) , 

Room  419,  Winder  Bldg..... 

Br.  1148 

3231  Elingle  Road,NW 

WO 

4935 

G.S.C. 

Mrs.  Andrus. 

Miss  Margaret  L.  Longley. 

Archer,  Waine ,maj. ,Inf 

A.  W.  C 

NA  8772 

515  North  Oakland  St . , 

CE 

2677 

Mrs.  Archer. 

Arlington,  Va. 

Argo,  Edwin  Y. ,eapt. ,F.A. 

A.  W.  C 

NA  8772 

627  23rd  St.,  South, 

JA 

1573 

Mrs.  Argo. 

Arlington,  ¥a. 

Armstrong,  Donald, It. col. ,0.D.. . 

Room  3805,  Munitions  Bldg. 

Br.  1543 

2230  California  St.,NW 

NO 

2524 

Mrs.  Armstrong. 

Arnold,  Henry  H.  ,mej  .gen . , C.  of 

Room  2052,  Munitions  Bldg. 

Br.  1170 

103  West  Bradley  Lane, 

WI 

3329 

the  A.C. 

Chevy  Chase,  Md. 

Mrs.  Arnold 

Arnold,  William  R.,C.  of  Ch. 

Rocm  3038,  Munitions  Bldg. 

Br.  1097 

4833  16th  St., North, 

CH 

3312 

(col.) 

Arlington,  Va. 

Mrs.  K.  M.  Tennis. 
Mrs.  M.  M.  Lester. 

Ash,  James  E. , It. col. ,M.C 

Army  Medical  Museum 

Br.  1545 

8403  Maple  Avenue,  Silver 

SH 

3677-W 

Spring,  Md. 

* Ashburn,  Percy  M. ,col 

Columbia  Hospital, 25th  and 

PO  4210 

Columbia  Hospital,  25th 

PO 

4210 

Mrs.  Ashburn. 

L Ste.NW. 

and  L Sts.NW. 

* Ashburn , Thomas  Q. ,ma J . gen . , 

Room  1016,  Munitions  Bldg. 

Br.  1881 

1827  Phelps  Place,  HW...., 

PO 

0425 

Chairman  Inland  Waterways 
Corporation. 

Mrs.  Ashburn. 

Atkins,  Layson  E. , It. col. ,C.E... 

Room  2726,  Munitions  Bldg. 

Br.  2129 

3206  Oliver  St.,FW 

WO 

8587 

Mrs.  Atkins. 

Mrs.  Louise  C.  Atkins. 

Atwood,  Roy  S. , It. col. ,C.A.C.. . . 

Room  3612,  Munitions  Bldg. 

Br.  1549 

6507  Ridgewood  Avenue, 

WI  4507-W 

Mrs.  Atwood. 

Mrs.  H.  Goodwin  MacKaye. 

Chevy  Chase,  Md. 

Austin,  Gordon  H. ,2d  It. ,A.C. . . . 

Bolling  Field,  D.  C 

AT  8080 

558  Newcanb  St.,SE 

AT 

9282 

Mrs.  Austin. 

Auton,  Jesse,  1 It., A.C 

Room  244,  Dept,  of  State 

Br.  1013 

Bolling  Field,  D.  C 

At 

8080 

Bldg. 

Axtater,  Karl  S., maj., A.C 

Room  1606,  Munitions  Bldg. 

Br.  2192 

1404  2 2d  St.,  South, 

JA 

2014 

Mrs.  Aitater. 

Arlington,  VA. 

Baade,  Paul  W. , It. col. , (Inf . ) 

Roam  312,  Winder  Bldg..... 

Br.  1649 

3101  Hawthorne  St.,NW 

IM 

8596 

G.S.C. 

Mrs.  Eaade. 

Babcock,  Franklin,  It. col., 

Room  1712,  Munitions  Bldg. 

Br.  1061 

2101  Connecticut  Ave.,N.W. 

DE 

3104 

(C.A.C.) .I.G.D. 

Mrs.  Babcock. 

Miss  Anne  W.  Babcock. 

Miss  Elizabeth  S.  Babcock. 

*Bally,  Howard  H.  ,col 

Retired 

The  Kennedy-Warren , 3133 

AD 

009 2-W 

Connecticut  Ave. ,NW. 

Bain,  Joe  A.  ,capt . ,M.C. 

Army  Medic  al  School ....... 

GE  1000 

7607  Eastern  Avenue, 

Mrs.  Bain. 

Takoma  Park,  Md. 

OFFICERS  OF  THE  ARMY  STATIONED  IN  OR  NEAR  THE  DISTRICT  OF  COLUMBIA 
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Name,  rank,  arm  or  service 

Office  address  and  telephone 

Residence  and  telephone 

Baird,  Charles  L. ,capt.,M.C 

W.  R.  G.  H 

GE  1000 

.IP)?  G^r^Mum  NW 

RA 

0763 

Mrs.  Baird. 

Balsh,  Charles  F. ,cept . ,C.E. . . . . 

Engineer  Reproduction 

NA  8772 

1810  37th  St. ,NW 

m 

6915 

Plant,  A.  W.  C. 

Bakery  David  H. ,1  lt.,A.C 

Bolling  Field,  D.  C 

AT  8080 

Bolling  Field,  D.  C 

AT 

8080 

Mrs.  Baker. 

Baker,  Walter  C.,meJ.gen. , C.  of 

Room  3046,  Munitions  Bldg. 

Br.  1228 

The  Kennedy-Warren , 3133 

CO 

8869 

c.  w.  s. 

Connecticut  Ave„,NW. 

Mrs . Baker . 

Balcar,  Paul  G.  ,maj. , J.A.G.D. . . . 

Room  309,  Otis  Bldg.,  810 

Br.  1166 

2115  Pennsylvania  Aye. ,nw. 

RE 

0265 

18th  St.  NW. 

Baldwin,  Ross  0. ,maj . , (Inf . ) 

Room  321,  Winder  Bldg..... 

Br.  1280 

4541  Burlington  Place, NW.. 

WO 

5145 

G.S.C. 

Mrs.  Baldwin. 

Balmer,  Jesmond  D. ,capt. ,F.A. . . . 

A.  W.  C 

NA  8772 

3901  Connecticut  Ave.,NW. . 

EM 

2595 

Mrs.  Balmer. 

Bandholtz,  Cleveland  H. , It. col., 

Room  3808,  Munitions  Bldg. 

Br.  1531 

1211  26th  St.,  South, 

JA 

2182 

O.D. 

Arlington,  Va. 

Mrs • Bandholtz. 

Banfill,  Charles  Y. ,maj. (capt. ) , 

Room  2631,  Munitions  Bldg. 

Br.  1570 

The  Kennedy-Warren,  3133 

CO 

6418 

A.C. 

Connecticut  Ave.,NW. 

Mrs.  Banfill. 

*Barden,  William  J. ,col 

Retired. .................. 

2914  P St. ,NW. ............ 

PO 

0868 

Mrs . Barden . 

Barker,  Maurice  E.  ,maj.  ,C. W.S. . . 

Room  3516,  Munitions  Bldg. 

Br.  2260 

3712  Warren  St.,NW... 

Mrs.  Barker. 

Barnes,  George  T.  ,capt.  .Q.M.C.. . 
Mrs,  Barnes. 

1901  C St.  ,NW ..  .. 

Br.  1032 

Fort  Myer , Va ........... . 

CH 

3000 

Barnes,  Gladeon  M. , It. col., O.D. 

Room  3802,  Munitions  Bldg. 

Br.  1752 

69  Observatory  Circle, NW.. 

WO 

4868 

Mrs.  Barnes. 

Barnes,  Julian  F. , It. col. ,F.A. . . 

Room  3205,  Munitions  Bldg. 

Br.  1099 

The  Westchester,  4000 

WO 

8620 

Mrs.  Barnes. 

Cathedral  Ave.,NW. 

Barnett,  James  W. ,Lt.col. ,Cav. . . 

A.  W.  C 

NA  8772 

A.  W.  C... 

NA 

8772 

Mrs.  Barnett. 

Miss  Mary  Elizabeth  Barnett. 
Miss  Arly  Jane  Barnett. 

Barr,  David  G.  ,maj  . ,Inf  

A,  W.  C 

NA  8772 

503  North  Monroe  St. , Ash- 

CH 

5236 

Mrs.  Barr. 

ton  Heights,  Arlington, 

Mrs.  Edward  Everette  Bell. 
Miss  Joahanna  May. 

Va. 

*Barroll,  Morris  K.  ,col 

Retired, co,,,,,,,,,*,,,,,. 

Saul  Road,  Kensington,  Md. 

Ken. 

266 

Mrs.  Barroll. 

Barzynskl,  Joseph  E. , col.  ,Q.M.C. 
Mrs.  Barzynskl. 

Room  2121,  Munitions  Bldg. 

Br.  1790 

4456  Q St.,NW. 

WO 

4456 

Miss  Eunice  Barzynskl. 

Batch,  Joseph  W. ,1  It.,  M.C 

Anty  Medical  Sehool 

GE  1000 

1203  North  Utah  St., 

OX 

2170 

Mrs.  Batch. 

Arlington,  Va. 

Welt-pr  T.  ,eol . 

Ret  ired  

3009  North  Edison  St. , 

CH 

1075 

Mrs.  Bates. 

Arlington,  Va. 

Bayer,  William  L. , capt.  ,S.C 

Room  3441,  Munitions  Bldg. 

Br.  1184 

The  Westchester,  3900 

EM 

1848 

Mrs . Bayer . 

Cathedral  Ave.,NW. 

Baylis,  Janes  E., col., M.C 

Room  1807,  Munitions  Bldg. 

Br.  1775 

4026  North  25th  St., 

CH 

0681 

Mrs.  Baylis. 

Arlington,  Va, 

3828  North  Upland  St . , 
Country  Club  Grove, 

CH 

4361 

Mrs.  Bazlre. 

Arlington,  Va. 

Ret  i red  ................... 

Army  and  Navy  Club,  17th 
and  I Sts. ,NW. 

NA 

8400 

Beach,  William  A. , It. col.  ,A.G.D. 

Room  258,  Dept,  cf  State 

Br.  1359 

3647  Van  Ness  St.,NW. ..... 

m 

4051 

Mrs.  Beach. 

Bldg. 

Beam,  Rosenham.lt.col. (maj. ) , 

Room  2048,  Munitions  Bldg. 

Br.  2145 

Shoreham  Hotel 

AD 

0700 

A«w« 

Mt6.  Beam. 

Bean,  fflnmett  J.  ,capt.,F.D 

Room  3003,  Munitions  Bldg. 

Br.  1485 

3616  Veazey  St. ,NW.. 

WO 

8121 

Mrs.  Bean. 

Beasley,  Rex  W. ,maJ.,F.A 

Room  3201,  Munitions  Bldg. 

Br.  1859 

4434  q St. ,NW. 

EM 

9266 

Mrs , Beasley. 
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Name, 


rank, 


arm  or  service 


Office  address  and  telephone 


Residence  and  telephone 


*Beavers,  Harrison  B.  ,capt 

Mrs.  Beavers. 

Beck,  Robert  McC. , Jr.  ,maj  .gen. , 
Asst.  C.  of  S. 

Mrs.  Beck. 

Becker,  Ward  E. ,maj.,C.D 

Mrs.  Becker. 

Miss  Betty  Becker. 

Beebe,  Eugene  H. ,1  It. ,A.C.. . . . . 

Mrs.  Beebe. 

Beebe,  Lewis  C. ,ma J. ,Inf 

Mrs.  Beebe. 

Beebe,  Royden  E. ,col. ,(Inf .) , 
I.G.D. 

Mrs.  Beebe. 

*Beer,  Arthur  W.  ,ma  j 

Mrs.  Beer. 

Beers,  Vere  A. ,eapt. ,C.E 

Mrs.  Beers. 

Belanger,  Gerard  A.  ,1  It.  .M.A.C. 
Mrs.  Belanger. 

"‘Bell,  Edwin,  col 

Mrs.  Bell. 

Mrs.  William  Gerlach. 

Bender,  Louis  B.  ,col.,S.C 

Mrs.  Bender. 

Benner,  Ralph  C.  ,maj.  ,C.W„S. . . . . 
Mrs.  Benner, 

Bennett,  Claire  R.  ,col.  ,Q,.M.C... 
Mrs.  Bennett. 

Bentley,  George  A.  ,maj. ,Q.M.C... 
Mrs.  Bentley, 

Berle,  Charles  K.  ,lt  .col.  ,M.C. . . 
Mrs.  Berle. 

Miss  Virginia  Lee  Berle. 
Berry,  George  o.,capt. , (Q.M.C. , 
N.G..U.S.) ,N.G.B. 

Bertholf,  Cheney  L. ,®aj. , A. G.D.. 
Mrs.  Bertholf. 

*Bethel,  Walter  A.  .maj  .gsn 

Mrs . Bethel . 

Miss  Elizabeth  Bethel. 

Betts,  Thomas  J. ,maj. (C.A.C. ) 
G.S.C. 

Mrs.  Betts. 

Miss  Mary  Mcl.  Betts. 

*Bevans,  James  L. ,col 

Mrs . Bevans . 

Bicher , George  A. ,capt. ,S.C. . . . . 
Mrs.  Bicher. 

Billick,  Eugene  W.  ,maj. ,M.C 

Mrs.  Billick. 

*Birnie,  Rogers,  col 

*Blrnie,  Upton,  Jr. ,maj.gen...„. 
Mrs.  Birnie, 

Bishop,  Hoel  S. , Jr.,capt . ,C.E.. 
Mrs.  Bishop. 

Blackburn , Thcanas  W.  ,maj . ( capt. ) 
(A.C.) ,N.G.B. 

Mrs.  Blackburn. 

Blakeley,  Harold  W. ,maj . ,F.A. . . . 
Mrs.  Blakeley. 

"“Blanchard,  Robert  M. ,col 

Mrh.  Blanchard. 

Miss  Josephine  L.  Blanchard. 
Miss  Mary  DeWitt  Blanchard. 


Retired 

Room  326,  Winder  Bldg 

Room  3069,  Munitions  Bldg. 

Room  2052,  Munitions  Bldg. 

A.  W.  C... 

Room  1058,  Munitions  Bldg. 

Retired 

Room  2515,  Munitions  Bldg. 

W.  R.  G.  H, 

Retired 

Room  3435,  Munitions  Bldg. 

Room  3508,  Munitions  Bldg. 

Room  2001,  Munitions  Bldg. 

W.  Q.  M.  D.,  Room  25,  24th 
and  M Sts. ,NW. 

W.  R.,  G.  H 

Room  2403,  Munitions  Bldg. 
Room  1044,  Munitions  Bldg. 
Retired 

Room  514,  Winder  Bldg 

Retired 

Room  3436,  Munitions  Bldg. 

A.  W.  C.» ...... ........... 

Retired 

Retired 

Room  414,  District  Bldg... 

Room  2402,  Munitions  Bldg. 

A.  W.  C 

Retired 


Br.  1172 

Br.  1117 

Br.  1170 
NA  8772 
Br.  1314 


Br.  1758 
GE  1000 


Br.  1523 

Br.  1454 
Br.  1683 
Br.  1052 
GE  1000 

Br.  1411 
Br.  1109 


Br.  2054 


Br.  1561 
NA  8772 


(NA  6000) 
(Br.  31) 
Br.  1407 


NA  8772 


Brookeville,  Montgomery 

Ashton 

County,  Maryland. 

124-F-6 

3514  Garfield  St.,  NW 

WO 

6056 

1616  44th  St. ,NW... 

m 

8123 

Bolling  Field,  D.  C 

AT 

8080 

4419  Q St.  ,NW 

EM 

4637 

The  Westchester,  4000 

EM 

1817 

Cathedral  Ave. ,NW. 

1648  Hamlin  St.,NE 

NO 

7611 

3529  R St . ,EW 

HI 

3690 

Army  Medical  Center 

GE 

1000 

3409  Ashley  Terrace, NW 

WO 

2574 

7100  Chestnut  3t.,NW 

RA 

3046 

4224  38th  St. , NW 

HI 

7033 

The  Kenesaw,  16th  and 

CO 

0712 

Irving  Sts.  , NW. 

Th©  Dresden,  2126  Connec- 

NO 

3593 

ticut  Ave.,NW. 

1374  Dogwood  St. ,NW 

GE 

1000 

2304  North  Roosevelt  St., 

Falls  Ch. 

Arlington,  Va. 

776 

4618  Hunt  Avenue , Chevy 

WI 

5080 

Chase,  Md. 

6305  Connecticut  Ave. , 

WI 

6064 

Chevy  Chase,  Md. 

2015  Hillyer  Place , NW. . . . 

DU 

5932 

The  Broadmoor,  3601 

WO 

6900 

Connect!  cut  Ave.  ,NW. 

2440  39th  Place,  NW 

WO 

8488 

4514  Connecticut  Aye. ,NW. . 

EM 

0908 

1835  Phelps  Place,  NW 

NO 

0991-J 

Hammond  Court,  30th  and  Q 

DU 

4585 

Sts. ,N». 

2905  29th  St . ,NW 

AD 

6316 

4721  36th  St.,  Golf  Manor 

CH 

4682 

Club,  Arlington,  Va. 

3717  Woodley  Road,  NW 

WO 

1043 

The  St.  Regis,  2219 

DU 

4930 

California  St.,NW. 
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Blending,  Albert  H. ,maj.gen. , 

Room  2034 , Btunitions  Bldg. 

Br.  2181 

The  Westchester,  4000 

WO 

1117 

C.  of  N.  G.  B. 

Cathedral  Ave.,NW, 

Mrs,  Blending. 

* Block,  Emil  H. ,maj. 

Retired 

EM 

2260 

Mrs.  Blook. 

Blood,  Kenneth  T. ,lt.col. ,C.A.C. 

Room  3208,  Blunitions  Bldg. 

Br.  2206 

2141  Wyoming  Ave. ,NW. . .. . .. 

DU 

7690 

Mrs.  Blood. 

Bobrlnk,  Henry  W.  ,maj.  ,Q.M.C. . . . 

Room  246§,  Dept,  of  State 

Br.  1372 

3041  Sedgwick  St. ,NW. 

WO 

5334 

Mrs.  Bobrlnk. 

Bldg. 

Bodine , Robert  N. , It. col.  ,0J5... 

Room  3809,  Blunitions  Bldg. 

Br.  1657 

1546  44th  St. ,NW. ......... 

EM 

5672 

Mrs.  Bodine. 

Bogert , Howard  Z . ,maj . ( capt . ) 

Room  2523,  Bflunitions  Bldg. 

Br.  1758 

4518  Lowell  St. ,NW. ...... . 

EM 

5846 

A.C. 

Mrs.  Bogert. 

Miss  Dorothy  J.  Bogert. 

Bognan,  James  H.  Beals  ,maj  . ,S.C. 

Room  3422 .Munitions  Bldg. 

Er.  1840 

Riverside  Apartments,  2145 

NA 

5848 

Mrs . Bogman . 

C St. ,NW. 

Bolts,  Charles  L.  ,mj. , Inf. .... . 

A.  W.  C.. ................ . 

NA  8772 

NA 

8772 

Mrs.  Bolte. 

*Bond , Paul  S.,col 

Ret  irecL. „ „ „ „ 

2205  California  St.,NW 

DE 

0912 

Mrs. Bond. 

Bonham,  Francis  G.  ,maj.,Inf 

A.  W.  C..... 

NA  8772 

Army  War  Cnll  

NA 

8772 

Mrs.  Bonham. 

*Bookmlller,  Edwin  F.»  .col. ..... . 

Retired 

1868  Columbia  Road , NW* « «, . „ 

AD 

8186 

Mrs.  Bookmiller, 

Boone,  Milton  0. ,maj . ,Q«M.C. . . . » 

Fort  Myer , Fa ............ « 

CH  3000 

CH 

3000 

Mrs.  Boone. 

Booth,  Lucian  D.  ,eol.  ,0.D 

Room  3750,  Munitions  Bldg. 

Br.  1169 

3215  Macomb  St.,NW.... 

WO 

7523 

Mrs.  Booth. 

Booth,  Merritt  B. , Capt. , Inf ... . 

Room  3412,  Munitions  Bldg. 

Br.  1632 

1417  Whittier  St.,NW 

RA 

0544 

Mrs.  Booth. 

Bliss  Priscilla  J.  Booth. 

Booton,  John  G. , It. col. ,0.D 

Room  3826,  Munitions  Bldg. 

Br.  1340 

The  Westchester , '4000 

WO 

1478 

Mrs.  Booton. 

Cathedral  Ave. ,NW. 

Miss  Mary  Fermilye  Booton. 

Borum,  Fred  S. ,maj.,A.c 

Room  2524,  Blunitions  Bldg. 

Br.  1768 

1600  Highland  Avenue , 

CH 

0183 

Blrs.  Borum. 

Arlington,  Fa. 

Boschen,  Frederick  W. ,maj.gen.. 

Room  3000,  Munitions  Bldg. 

Br.  2083 

Wardman  Park  Hot  el ........ . 

(CO 

2000) 

C.  of  F. 

(AD 

2302) 

Mrs.  Boa chen. 

Bliss  Betty  Boschen. 

Boye,  Frederio  W. , It. col. ,(Cav. ) 

Room  2415,  Blunitions  Bldg. 

Br.  2294 

1545  35th  St. ,NW 

MI 

2419 

N.G.B. 

Mrs.  Boye. 

Bliss  Joan  Boye. 

* Boyer , Perry  L. , col 

Retired 

308  Bfcnslon  Drive, 

Alex 

Blrs . Boyer 

Alexandria,  Fa. 

1972-J 

Bradford,  Earl  S. ,lt.col. ,Cav. . . 

Room  3204,  Blunitions  Bldg. 

Br.  2025 

The  Wyoming,  2022  Columbia 

DE 

4567 

Blrs.  Bradford. 

Road,  NW. 

Blrs.  B.  B.  Bradford. 

Bliss  Sally  H.  Bradford. 

Bradley,  Omar  N. , It. col. ,(Inf . ) , 

Room  416,  Winder  Bldg 

Br.  1606 

3306  Cleveland  Ave.,NW. ... 

EM 

2641 

G.S.C. 

Mrs.  Bradley. 

Bradshaw,  Aaron,  Jr. ,maj. ,C.A.C. 

1115  17th  St.,NW 

RE  0431 

2314  20th  St.  ,NW 

PO 

0513 

Blrs.  Bradshaw. 

*Brainard  , David  L. , brig. gen.... 

Retired 

Shoreham  Hot  el.... 

AD 

0700 

Brandstadt,  Wayne  G. ,capt. ,M.C.. 

Wo  R*  H« ••••••••••••••• 

GE  1000 

7611  Eastern  Avenue, 

SH  4997-M 

Blrs.  Brandstadt. 

Takoma  Park,  Mi. 

*Brandt,  Alfred, col 

Retired. 

3677  Upton  St.,NW. 

m 

7947 

Blrs . Brandt . 

Brannon,  Ernest  M. ,capt., 

Roc®  306,  Otis  Bldg.,  810 

Br.  1166 

3612  Ingomar  Place,  NW. ... 

EM 

0741 

J.A.G.D. 

18th  St. ,NW. 

Bratton,  Rufus  S. , It. col. , ( Inf . ) 

Room  512,  Winder  Bldg 

Br.  2054 

2605  36th  Place,  NW....... 

WO 

6102 

G.S.C. 

Blrs.  Bratton. 

Bliss  Leslie  S.  Bratton. 
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Brennan,  Russell  H. , It. col. 

Root  436,  Dept,  of  State 

Br.  1617 

Jefferson  Apartments,  1200 

DI 

4704 

(J.A.G.D.)  G.S.C. 

Bldg. 

16th  St.  ,NW. 

Brewer,  Kenneth.  A.  ,capt.  ,M.C. .. . 

W.  R.  G.  H 

GE  1000 

8319  16th  St.,  Silver 

SH 

4638 

Mrs.  Brewer. 

Spring,  Md. 

*Bridges,  Charles  H. 8maj .gen . . , . 

Ret ir ed .................. . 

DE 

1880 

Mrs.  Bridges. 

Bridges,  Jacob  H.  ,1  lt.,M.C..... 

Army  Medical  School 

GE  1000 

7111  9th  St. , NW 

GE 

9082 

* Brigham,  Claude  E«  ?ma  j » gen 

PO 

6186 

Mrs.  Brigham. 

cut  Ave. ,NW. 

* Bristol , Matt  C.  , col. ......... . 

Ret  ir  ed 

Mrs.  Bristol. 

*Brittain,  Thomas  P„ , cart ...... . 

Retired  A 

GR 

2737 

Mrs.  Brittain. 

Park,  Hyattsville,  Md. 

Brooke,  James  F. , It .col. ,M.C. . . . 

Bolling  Field,  D.  C....... 

AT  8080 

Bolling  Field,  D.  C 

AT 

8080 

Mrs.  Brooke. 

Mrs.  Richard  H.  Grinder. 

Brophy , Norman  D. ,maj. ,A.C 

Room  2543,  Munitions  Bldg. 

Br.  1548 

Wardman  Park  Hotel ......... 

CO 

2000 

Mrs.  Brophy. 

Brower,  Gerald  E, , It  .col.  ,A.C. . . 

A.  W.  C 

NA  8772 

The  Westchester,  4000 

WO 

7881 

Mrs.  Brower. 

Cathedral  Ave. ,NW. 

Miss  Mary  M.  Brower. 

* Brown,  Arthur  W. ,maj. gen. ..... . 

Retired. 

6400  Utah  Ave . , NW * * „ 

EM 

4299 

Mrs.  Brown. 

+ Brown  j Frederick  M»,col 

Retired  0 . 0 * 

NA 

8400 

and  I Sts.  ,NW. 

Brown,  Lloyd  D. ,raaj . , (Inf . } , 

Room  2404,  Munitions  Bldg. 

3r.  1569 

6417  31st  Place,  NW. 

EM 

7549 

N.G.B. 

Mrs.  Brown. 

Brown,  Philip  E.  ,naj  . , (Inf. ) , 

Room  1712,  Munitions  Bldg. 

Br.  1061 

2934  Bellevue  Terrace,  NW. 

WO 

9031 

I.G.D. 

Mrs,  Brown. 

Miss  Betty  Lee  Brown, 

Brown,  Robert  W. ,maj. , J.A.G.D. . . 

Room  403,  Otis  Bldg. , 810 

Br.  1163 

4910  North  Rock  Springs 

CH 

1106 

Mrs.  Brown. 

18th  St. , NW. 

Road,  Arlington,  Va. 

Brown,  Sidney  G. , It, col. , (Inf.) 

Room  2409,  Munitions  Bldg. 

Br.  1056 

Northumberland,  2039  New 

NO 

3280 

N.G.B. 

Hampshire  Ave.,NW. 

Mrs.  Brown. 

* Browne,  Frederick  W. ,ool. ...... 

Ro«®,  3001,  Stall  ti  one  Bldg* 

Br.  1703 

4608  Laagdrum  Lane , Chevy 

WI 

2218 

lira.  Browne. 

Chase,  Mi. 

Browne,  James  C. ,maj. ,Q.M„C. . . . . 

Room  2506,  Munitions  Bldg. 

Br.  1086 

3901  Connecticut  Ave. ,NW. . . 

WO 

1226 

Mrs.  Browne. 

Browning,  Hardy  P. ,msj , ,S.C. ... . 

Room  3431,  Munitions  Bldg. 

Br.  1467 

2221  38th  St.,NW 

WO 

1018 

Mrs.  Browning. 

Bruce,  Andrew  D. ,maj (Inf .) , 

Room  319,  Winder  Bldg 

3r.  1045 

3600  Cumberland  St, ,NW 

EM 

1171 

GroS.C* 

Mrs.  Bruce. 

Brunson,  Mark  V. ,raaj . ,^.M.C 

Room  2141,  Munitions  Bldg. 

Br.  1780 

3201  Morrison  3t. ,NW 

WO 

7049 

Mrs.  Brunson. 

Miss  Jean  Byrl  Brunson. 

Brush,  Rapp,  It, col. , Inf ....... . 

Room  3024,  Munitions  Bldg. 

Br.  1871 

3100  44th  3t . ,NW 

EM 

9373 

Mrs.  Brush. 

Buchanan,  Kenneth,  It. col. ,(Cav. 

Room  300,  Winder  Bldg 

Br.  1961 

2651  16th  St. ,NW 

AD 

2180 

N.G..U.S.)  G.S.C. 

Mrs.  Buchanan. 

*Buekey , Mervyn  C,  ,col. 

Retired 

1911  R St. ,NW, 

NO 

7507 

Bull,  Harold  R - ,lt .col. , (Inf . ) 

Root  221,  Dept,  of  State 

Br.  2183 

3618  Van  Ness  St.,NW 

EM 

5184 

G.S.C* 

Bldg. 

Mrs.  Bull. 

Miss  Patricia  Bull. 

Bull,  Terry  P. , It. qoI. ,D.C. 

Army  Dsntal  School 

GE  1000 

7511  13th  3t.,M 

RA 

3290 

Mrs.  Bull. 

Miss  Elizabeth  L.  Bull. 

Bullock , Frank  W. ,capt. ,S,C. ... . 

Room  2501,  Munitions  Bldg. 

Br.  1817 

2222  Q St. ,NW.. 

DU 

0990 

Mrs,  3ulloek. 

*'RnndyII  OrryR-p „ mfi  j „ gen  , „ . . „ 

WO 

6768 

Mrs.  Bundy. 

Burdett,  Allen  M. , col. .J.A.G.D.. 

Room  400,  Otis  Bldg.,  810 

Br.  1094 

3301  Garfield  St.,NW... 

EM 

7790 

Mrs.  Burdett. 

18th  St.  ,NW. 

Mrs.  Lucy  G.  Briscoe. 
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Burnett,  Charles,  brig. gen. , C. 
of  B.  I.  A. 

Mrs.  Burnett. 

Burnett,  Frank  C. , brig. gen. , 

Room  1601 , Navy  Bldg. 

Br.  2006 

CO  2000 
WO  5150 

Room  257,  Dept,  of  State 

Br.  1264 

The  Westchester,  4000 

Asst.  T.  A.  G. 

Mrs.  Burnett. 

Mrs.  Frank  Simpson. 

Burns,  Janes  H. , col. ,0.D.. ...... 

Bldg. 

Room  240,  Dept,  of  State 

Br.  2216 

Cathedral  Ave, ,NW. 

3901  Connecticut  Ave. ,NW. . 

2M  4303 

Mrs.  Burns. 

Bums , John  H.  ,maj. , Inf 

Bldg. 

Infantry  Bldg. ,1115  17th 

DI  4393 

3431  34th  St . , NW 

WO  7222 

Mrs.  Burns. 

yMiss  Frances  L.  Burns. 

*Burr,  Edward,  brig. gen.... 

St.,NW. 

Retired....  

2013  N St . ,NW. ............ 

PO  4656 
EM  3532 

Mrs.  Burr. 

Miss  Charlotte  Burr. 

Burr,  John  G.  ,lt  .col.  ,F<A 

Room  3612,  Munitions  Bldg. 

Br.  1381 

The  Westchester,  4000 

Burt,  Ernest  H.  ,maj . , J.A.G.D. . . . 

Room  406,  OtiS  Bldg.,  810 

Br.  2126 

Cathedral  Ave. ,NW. 

1413  Shepherd  St., MV 

AD  3518 

Mrs . Burt . 

’'“Burt , William  H. , brig. gen 

18th  St.,NW. 

Ret  lr  ed  „ . . . . 

Army  and  Navy  Cluh,  17th 
and  I Sts. ,NW. 

3229  Morri son  St . ,NW. ..... 

NA  8400 
WO  2475 

Busbee , Charles  M. , It. col. , 

Room  400 , Winder  Bldg. .... 

Br.  1668 

(F.A.)  .G.S.C. 

Mrs.  Busbee. 

Mrs.  Charles  M.  Busbee,  Sr. 
Bush,  Kenneth  B.  ,maj . ,A.G.D. .... 

Room  260,  Dept,  of  State 

Br.  2254 

Martinique  Hoc  el. 

DI  4150 

* Cabell , Julian  M. , It. col. ...... 

Bldg. 

Retired  

Amy  and  Navy  Club,  17th 
and  I Sts. ,NW. 

108  Del  Ray  Aye., Battery 

NA  8400 
WI  4572-J 

Caldwell,  Cloyd  Transue.l  It. 

Room  3141,  Munitions  Bldg. 

Br.  1607 

FD-Res. 

Mrs.  Caldwell. 

Caldwell,  George  L. , It. col. ,V.C. 

Room  1803,  Munitions  Bldg. 

Br.  2295 

Park,  Bethesda,  Md. 

1301  North  Kirkwood  Road, 

CH  4384 

Mrs . Caldwell. 

Callender,  George  R. , It. col., 

A.  Mo  Co.  «•»•••»««  ooooeooo 

GE  1000 

Arlington,  Va. 

1345  Montague  St. ,NW. ..... 

GE  3587 

M.C. 

Mrs.  Callender. 

Miss  Janet  Callender. 

Can?),  Thomas  J. , It. col. , (Inf . ) , 

Room  326,  Winder  Bldg 

Br.  1172 

3501  Davis  St..NW 

EM  7805 

G.S.C. 

Mrs.  Camp. 

Miss  Julie  Can®. 

Cntnphfill  t Ronl fane  ,ma  j „ r F.A 

A.  W.  C. 

NA  8772 

3203  Porter  St. ,NW. . ...... 

WO  3323 

Mrs.  Campbell. 

ftfnnphell,  Brace  R.  ,lt-col 

Ret  lred 

1516  Emerson  St  * ,NW*  0 0 0 „ « 

GE  7311 

Mrs.  Campbell. 

Miss  Betty  Bruce  Campbell. 
Miss  Ruth  Eachus  Jenkins. 
Mrs.  Alfred  E.  Eachus. 
Campbell,  Daniel  C. , It. col. ,M.C. 

W.  R.  G.  H 

GE  1000 

1311  Rlttenhouse  St.,NW. .. 

GE  4517 

Mrs.  Campbell. 

Campbell,  Eugene  Pail ,1  It., Med- 

W.  R.  Go  Ho... ............ 

GE  1000 

Army  Medical  Center 

GE  1000 

Res. 

Mrs.  Campbell. 
Campbell,  George  B.  ,maj., 

Room  407,  Otis  Bldg.,  810 

Br.  2126 

15  Fort  Hunt  Road,  Belle 

TE  3966 

J.A.G.D. 

Mrs.  Campbell. 

Campbell,  William  P. ,eapt. ,F.D.. 

18th  St.  ,NW. 

Room  2516,  Munitions  Bldg. 

Br.  1758 

Haven,  Alexandria,  Va. 
4700  Connecticut  Ave.,NW. . 

WO  0845 

Mrs.  Campbell. 

Canning,  Austin  J. ,lt. col. ,M.C .. 

U.  S.  Soldiers*  Home,  D.C. 

AD  9104 

U.  S.  Soldiers*  Home,  D.C. 

Ad  9100 

Mrs.  Canning. 

Cannon,  Joseph  E. , 1 It . ,M.C. . . . 
Cardona,  Angel  Antonio, capt. , 

Amy  Medical  School 

W.  R.  G.  H. 

GE  1000 
GE  1000 

7111  9th  St. ,NW 

1212  Monroe  St.  ,NW 

GE  9082 
DE  0944 

Med-Res . 

Mrs . Cardona . 

Carle,  Donald  E.,1  It., M.C 

Army  Medical  School 

GE  1000 

1117  Fern  3t.,NW 

RA  3408 

*Carleton,  William  Arthur, col. . . 
Carll,  Walter  T. ,capt . ,V.C. . . .. . 

Wardman  Park  Hotel 

CO  2000 

Amy  Veterinary  School.... 

GE  1000 

7604  Alaska  Ave.,NW 

GE  4058 

* Carmichael , Roderick  L.  ,maj.gen. 

Retired. 

2511  Cliffbourne  P1..NW. .. 

CO  5721 

Mrs.  Carmichael. 

120775  0—39 2 
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Carmody,  Robert  E. , It. col.  ,Cav, . 

A.  W.  C 

NA  8772 

#1  Fontaine  St.,  Jefferson 

TE  2149 

Mrs . Garmody . 

Carpenter,  Giles  R. ,capt. ,F.A. . . 

A.  W.  C 

NA  8772 

Park,  Alexandria,  Va. 
1406  North  Johnson  St., 

CH  4376 

Mrs.  Carpenter. 

*Carr,  Irving  J.  ,maj  .gan 

Carr,  Lawrence  J. ,capt. ,A.C 

Retired 

Room  2627,  Munit  ions  Bldg.  . 

Br.  1312 

Arlington,  Va. 

Army  and  Navy  Club,  17th 
and  I Sts. , NW. 

Marlyn  Apartments,  39th  St. 

NA  8400 
WO  4114 

♦Carrington,  Frank  deL. ,maj 

Carrington,  Gordon  deL.,maj., 

Retired 

A o Vf • C • • • ••»•••••  • ••••••• 

NA  8772 

and  Cathedral  *vs. ,NW. 
1500  Crittenden  St.,  NW. ... 
Army  War  College 

NA  8772 

C.A.C. 

Mrs.  Carrington. 

Mrs.  Garnham. 

Carter,  Harold  R. ,1  It . ,M.C 

Amy  Medical  School 

GE  1000 

70  Flower  Ave.,  Takcana 

SH  2779-J 

Mrs*  Carter. 

CH  3000 
Br.  2231 

Park,  Md. 

CH  3000 
EM  2148 

Mrs.  Carter. 

Carter,  Warren  R.,raaj.,A.C 

Room  2044,  Munitions  Bldg. 

2246  49th  St . , NW 

Mrs.  Carter. 

Case,  Hcmer,  maj. ,( C.A.C.  )G.S.C. 

Room  504,  Winder  Bldg 

Br.  1804 

The  Dresden,  2126  Conneo- 

NO  3593 

Mrs.  Case. 

*Cass , Lewis  W„Pcol 

ticut  Ave* , NW. 

Ward  man  Park  Hotel 

CO  2000 

Mrs.  Gass. 

♦Cavenaugh,  Harry  LaT.  ,col 

Mrs.  Cavanaugh. 

Cavanaugh,  Robert  LaT. ,capt., 
M.C. 

Mrs.  Cavenaugh. 

Caygill , Harry  W.  ,inaj. ,( Inf. ) , 

Retired. 

Fort  Myer,  Va 

Room  227,  Dept,  of  State 

CH  3000 
Br.  1682 

604  Woodland  Terrace, 
Alexandria,  Va. 

Fort  Myer,  Va 

The  Chastleton,  16th  & R 

TE  4770-J 
CH  3000 
DU  1000 

c.s .c . 

* Cecil,  Joseph  S.Pcol 

Bldg. 

Ret  i red  . 

Sts. ,NW. 

2029  Connecticut  Ave.,NW.. 

PO  6261 

Mrs.  Cecil. 

Miss  Caroline  Cecil. 
♦Chamberlain,  John  L. ,maj .gen. . . 

Retired 

1820  Jefferson  Place,  NW. . 

DI  4160 

Mrs.  Chamberlain. 
Chamberlin,  Stephen  J. , It. col. 

Room  312,  Winder  Bldg 

Br.  1649 

3630  Jocelyn  St.,NW 

SM  4164 

(Inf.)G.S.C. 

Mrs.  Chamberlin. 

3024  Tilden  St. , NW 

FM  6664 

Cheatwood,  John  H. ,2d  It., 

Bolling  Field,  D.  C 

AT  8080 

Bolling  Field,  D.  C 

AT  8080 

Air-Res. 

Cheves , Gilbert  X. ,maj . ,Cav. .... 

Room  3202,  Munitions  Bldg. 

Br.  1979 

605  29th  St. , South, 

JA  1987 -W 

Mrs.  Cheves. 

Miss  Dorothy  Cheves. 
Chickering,  William  E. ,maj . , 

Room  258,  Dept,  of  State 

Br.  1691 

Arlington,  Va. 

3235  38th  St. ,NW.. 

EM  4008 

A.G.D. 

Mrs.  Chickering. 
Christenberry , C.  W. ,maj. , 

Bldg. 

Room  1521 , Muniti  ons  Bldg. 

Br.  1453 

1501  Colonial  Terrace, 

CH  5882 

A.G.D. 

Mrs,  Christenberry. 
Christmas,  John  K.  ,maj  . ,0.D. . . . . 

Room  3705,  Munitions  Bldg. 

Br.  1217 

Rosslyn,  Va. 

1816  45th  St. ,NW 

m 2542 

Mrs.  Christmas. 

Churchill,  Harold  W. ,maj . ,0.D. . . 

Room  3805,  Munitions  Bldg. 

Br.  1543 

3041  Sedgwick  St.,NW 

EM  3488 

Mrs.  Churchill. 

Clark,  Frank  S.  ,col. , (C.A.C.) , 

Room  414,  Winder  Bldg 

Br.  1810 

1869  Wyoming  Ave. ,NW 

AD  3516 

G.S.C. 

Mrs.  Clark. 

Clark,  Henry  C. ,capt. ,J.A.G.D. . . 

Room  301,  Otis  Bldg.,  810 

Br.  1618 

57 21  32d  St • 9NWo •••••••••• 

WO  6936 

Mrs.  Clark. 

♦Clark,  Hollis  C.,lt.eol 

18th  St.  t N.W. 

2012  Hillyer  Place ,NW 

3920  Benton  St . ,NW. ...... . 

NO  5876 

Miss  Mary  C.  Clark. 

Clarke,  Carter  W.  ,capt.,S.C 

Room  3441,  Munitions  Bldg. 

Br.  1184 

WO  6499 

Mrs.  Clarke. 

Claterbos , Louis  J. ,capt. ,C.E. . . 

Room  2703,  Munitions  Bldg. 

Br.  1990 

3020  McKinley  St.,NW 

WO  1456 

Mrs.  Claterbos. 

Clay,  Wallace  L. , It. col. ,0.D.. .. 

Room  3060,  Munitions  Bldg. 

Br.  1580 

2205  California  St. ,NW. ... 

PO  0758 

Mrs.  Clay. 
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Name,  rani,  arm  or  service 

Office  address  and  telephone 

Residence  and  telephone 

♦Cleave,  JohnW.,mfljT 

Retired. T _ _ . 

3££A  ITHtu/Ia  Rrad  TJW.  . 

EM 

3259 

Mrs.  Cleave. 

Miss  Mary  Cleave. 

Miss  Ann  Cleave. 

*Clement,  Joseph  T.,ma-| 

Retired. 

Mrs.  Clement. 

*Cloke,  Harold  Edward,  col 

NO 

4134 

Mrs.  Cloke. 

California  3t.,NW. 

*Clopton,  William  H. , Jr., col... 

Retired 

32  West  Irving  St.,  Chevy 

WI 

3286 

Mrs.  Clopton. 

Chase,  Md. 

Coates,  Edward  A.,  Jr., It. col., 

Room  1147  A,  Munitions 

Br.  1272 

1433  Whittier  St.,NW. 

GE 

5155 

M.C. 

Bldg. 

Mrs.  Coates. 

Coates,  John  Boyd,  Jr. ,1  It., 

Army  Medical  School 

GE  1000 

1213  Fern  St. ,NW 

GE 

6928 

M.C. 

Mrs.  Coates. 

Cohum,  Henry  C. , Jr.  ,col.  ,M.C. . . 

W#  Re  Ge  Heeeeeeeeeeee.ee* 

GE  1000 

7117  14th  St. ,NW 

GE 

1000 

Mrs.  Cobum. 

Miss  Elizabeth  L.  Cobum. 

*Cocheu,  Frank  S. ,maj.gen 

Retired _ _ 

NO 

1240 

Mrs.  Cocheu. 

cut  Ave.  and  California 

St.  ,NW. 

♦Cocheu,  George  W.  ,col 

Retired 

XT  Of  FrtTh»ll  Road,  NWttt.tt 

31 

6327 

Mrs.  Cocheu. 

Cochran,  Avery  M. ,1  It.,  Inf.... 

Fort  Washington,  Md....... 

Alex. 

.1245 

Mrs.  Cochran. 

1245 

Cockrell,  James  K. , Jr. , It. col., 

Room  H-349,  Bldg.  E,  6th 

Br.  1290 

3835  Macomb  St,,NW 

EM 

6031 

Cav. 

St.  and  Adams  Dr. ,SW. 

Mrs.  Cockrell. 

j Fr^P  W.  3 nra  j . earn  . . 

PO 

1253 

Mrs . Coe . 

*Coe,  William  C. ,1  It 

Ret  ired 

1 TBynming  

NO 

7258 

Mrs.  Coe. 

Cohee,  Ora  J. ,Ch. , (lt.col. ) . . u. 

Fort  Myer , Va... 

CH  3000 

Fort  Myer , Va. 

CH 

3000 

Mrs.  Cohee. 

Mrs.  Florence  Cohee  Parker. 

Colby,  Elbridge,  maj.,  Inf 

Room  H-331,  Bldg.  E,  6th 

Br.  1023 

3309  Highland  Place,  NW. .. 

Hi 

3048 

Mrs.  Colby. 

St.  and  Adams  Dr. ,SW. 

Cole,  Frank  L. , It. col. ,M.C 

We  Re  Ge  Heeeeeeeeeeeeeee* 

GE  1000 

1322  Dogwood  St.,NW 

GE 

1000 

Mrs.  Cole. 

CH  3000 

CH 

3000 

*Coleman,  Frederick  W. , ms J .gen. . 

Retired 

TJ.  S.  Soldiers’  Home,  D.C. 

CO 

4312 

Mrs.  Coleman. 

Colladay,  Edgar  B. , It. col.. 

Room  422,  Winder  Bldg 

Br.  1828 

1401  12th  St.,  North, 

CH 

5588 

(C.A.C.)G.S.C. 

Arlington,  Va. 

Mrs.  Colladay. 

CH  3000 

Fort  Myer,  Va. ........... . 

CH 

3000 

Mrs.  Collier. 

*Collier,  Lute  E. ,maj... 

Retired 

1807  Biltmore  St.,NW. ..... 

AD 

7382 

Mrs.  Collier. 

Collins,  J.  Lawton,  me J., Inf.... 

Ae  We  Ceeeeee.e.eeeeeeeeea 

NA  8772 

Army  War  College 

NA 

8772 

Mrs.  Collins. 

Collins,  Samuel  P.  ,capt.  ,S.C. . . . 

Rocm  3441,  Munitions  Bldg. 

Br.  1470 

3007  Holly  St.,  Alexandria, 

Alex 

Mrs.  Collins. 

Va. 

1426-R 

Compton,  Louis  J.  ,maj.  ,(F.A-.) , 

Room  516,  Winder  Bldg 

Br.  1494 

3602  Quesada  St.,NW 

EM 

9020 

G.Se  C • 

Mrs.  Compton. 

♦Comstock, Harry  E. ,col 

Retired 

Marlyn  Apartmsits,  39th 

Mrs.  Comstock. 

St.  and  Cathedral  Ave., 

NW. 

Retired. 

806  Jackson  Avenue , 

SH 

2113 

Mrs.  Conger. 

Takoma  Park,  Md. 

Mrs.  G.  D.  Ayers. 
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Name,  rank,  arm  or  service 

Office  address  and  telephone 

Residence  and  telephone 

Frtgar  T.  ,maj.gen. 

Retired . . . 

Mrs.  Conley. 

Spring,  Md. 

Spring  ) 

202 

-J  ) 

Residence,  Eairland,  Md. 

(Ashton  ) 

{ 39-F-3) 

Connally,  William  P. , Jr. ,1  It., 

Georgetown  University  Law 

NA  7061 

2651  16th  St. ,NW. 

AD 

2000 

(F.A.)J.A.G.D. 

School. 

Mrs.  Connally. 

Connell,  John  F. ,capt. ,F.D. 

Room  2526,  Munitions  Bldg. 

Br.  1758 

4845  16th  St. , North, 

CH 

3104 

Mrs.  Connell 

Arlington,  Va. 

* Conner,  Fox,  maj .gen. . 

Retired. 

DI 

4150 

Mrs.  Conner. 

Conner,  Steven  L. ,capt. ,0.D 

Room  3706,  Munitions  Bldg. 

Br.  1257 

West  Falls  Church,  Va 

Falls  Ch. 

Mrs.  Conner. 

378 

*Conred  p -Tulips  T„(col». . „ 

Ret  ired.  * _ 

1616  21st  St, ,NW 

P0 

2413 

Mrs.  Conrad. 

Miss  Jean  Conrad. 

Conrad,  Victor  A. ,eapt. ,S.C 

Room  3403,  Munitions  Bldg. 

Br.  1689 

4508  Burlington  Place, NW.. 

EM 

4988 

Mrs . Conrad . 

Cook,  Brainard  S, ,1  It.,  Cav . . . . 

Port  Myer*  Va 

CH  3000 

Fort  Myer  0 Va ........ 

CH 

3000 

Mrs.  Cook. 

Cook,  William  Ferrall ,1  It. ,M.C. 

Fort  Myers  Va* * * * .♦ . * , 0 * , # 

CH  3000 

Fort  Myer , Va „ ............ 

CH 

3000 

Cooke,  Elliot  D., maj., Inf 

A«  We  Ceeeeteeeeeeeeeeeees 

NA  8772 

2230  California  St.,NW 

DU 

4666 

Mrs . Cooke . 

Cooney,  Harold  A. ,maj. ,F.A. 

Ao  We  C*««***  •*•••••  *••***• 

NA  8772 

Westchester  Apartments, 

EM 

6401 

Mrs.  Cooney. 

4000  Cathedral  AVe. ,NW. 

Cooney,  James  P.  ,eapt.  ,M.C 

We  Re  Ge  Heeeeeeeeeeeeweee 

GE  1000 

802  Fern  Place,  NW 

GE 

3010 

Mrs.  Cooney. 

*Coope , Harry , lt.col. • . 

DE 

1585 

Mrs . Coope . 

Cooper,  W.  Clark, 1 It. ,M.C 

Army  Medical  School 

GE  1000 

1401  Whittier  St.,NW 

RA 

4350 

Mrs.  Cooper. 

Copthorne,  William  A. .lt.col. , 

A o We  Ceeeeeeeeeeeeeeeceee 

NA  8772 

The  Kennedy- Warren,  3133 

CO 

4237 

C.W.S. 

Connecticut  Ave. ,NW. 

Mrs.  Copthorne. 

Corbett,  Sewell  M. , It  .col.  ,M.C. . 

We  Re  Gr  • He  e e e e e e e e e e e e e e e 

GE  1000 

3719  Columbia  Pike, 

CH 

6275 

Mrs.  Corbett. 

Arlington,  Va. 

Corbett,  William  H. ,2d  lt.,F.A.. 

Fart  Myer,  Va 

CH  3000 

4223  2d  Road,  Buckingham, 

CH 

1375 

Mrs.  Corbett. 

Arlington,  Va. 

* Cosby,  Spencer,  col............ 

Retired 

2025  Q St.  ,NW 

DE 

4940 

Mrs.  Cosby. 

Coughlin,  Robert  E. ,capt . ,C.E. . . 

Room  2849,  Munitions  Bldg. 

Br.  1800 

2321  24th  Road,  South, 

CH 

6138 

Mrs.  Coughlin. 

Arlington,  Va. 

Miss  Mary  Anne  Coughlin. 

Cound,  Oliver  E. ,eapt. ,Q.M.C. .. . 

Room  2022,  Munitions  Bldg. 

Br.  2031 

3606  Norton  Place,  NW..... 

EM 

9293 

Mrs.  Cound. 

Coupland,  Richard  C.  ,me  j.  ,0.D... 

Room  3829,  Munitions  Bldg. 

Br.  1085 

3114  45th  St. ,NW 

WO 

0969 

Mrs.  Coupland. 

Coursen,  Edgar  G. , Jr. , maj., 

Roam  2216,  Munitions  Bldg. 

Br.  1560 

Stonelelgh  Court,  Connec- 

NA 

2266 

Q.M.C. 

ticut  Ave.  and  L St.,NW. 

Mrs,  Coursen. 

finwnn  9 Van  D»,lt.col.f 

CH  3000 

Fort  Myer,  Va®« 

CH 

3000 

D.c! 

Mrs . Cowan . 

WITH  ftm  H.  , col ......... 

3719  Reservoir  Road,  NW... 

EM 

6751 

Mrs.  Cowles. 

Cox,  Walton  W. , me J. ,( Cav.  )G.S.C. 

Room  2642,  Munitions  Bldg. 

Br.  1917 

2918  Glover  Driveway,  NW. . 

WO 

3657 

Mrs.  Cox. 

Crafton,  Denhem  B., col., Inf 

Room  3604,  Munitions  Bldg. 

Br.  1212 

3830  Reno  Road,  NW 

WO 

3149 

Mrs.  Crafton. 

Craig,  Louis  A. , It. col. ,F.A 

Ae  We  Ceeee  eee  eeeeeeeeee#e 

NA  8772 

501  Somerset  Road,  Baltl- 

Unlv. 

4798 

Mrs.  Craig. 

more,  Md. 

Miss  Miriam  M.  Craig. 

Craig,  Malin,  gen.^Chlef  of  Staff. 

Room  224,  Dept,  of  State 

Br.  2077 

Quarters  No.  1,  Fart  Myer, 

CH 

3000 

Mrs.  Craig. 

Bldg. 

Va. 

Cralgie,  Laurence  C.  ,capt.  ,A.C.. 

Room  2517,  Munitions  Bldg. 

Br.  1758 

414  Lee  Boulevard,  Falls 

Falls 

Ch. 

Mrs.  Cralgie. 

Church , Va. 

1472 

Mrs.  Gale  C.  Morrison. 
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Name,  rank,  arm  or  service 

Office  address  and  telephone 

Residence  and  telephone 

*Crai gle,  Wallace  M. , It. col 

Mrs.  Craigie. 

Room  6,  Woodrow  Wilson 
High  School. 

NA  1300 

6915  Beverly  Road,  Edge- 
moor,  Bethesda,  Md. 

WI  4686 

Cramer,  Myron  C.,lt.col., 
J.A.G.D. 

Mrs.  Cramer. 

Miss  Mary  Cramer. 

Room  603,  Otis  Bldg.,  810 
18th  St. ,NW. 

Br.  1630 

2700  Q.  St.  ,NW 

DU  6876 

Crane,  John  A. ,col. , ( F»A, )G.S.C. 
Mrs . Crane . 

Miss  Mary  McKim  Crane. 

Room  401 , Winder  Bldg. .... 

Br.  1098 

5101  North  Washington 
Boulevard .Arlington, Va . 

CH  3539 

Crane,  William  C. , It. col. ,F.A... 
Mrs.  Crane. 

Fort  Myer,  Va 

CH  3000 

Fort  Myer,  Va. 

CH  3000 

Crawford,  David  MeL. , It. col. , 
S.C. 

Mrs.  Crawford. 

Miss  Leslie  McL.  Crawford. 

Room  3429,  Munitions  Bldg. 

Br.  1460 

2145  C St.,  NW.... 

NA  5848 

Crawford,  James  P. , It. col. ,M.C.. 
Mrs.  Crawford. 

'‘'Crawford , Lawrence  C. , col ..... . 

Mrs.  Crawford. 

Miss  Dolsy  Crawford. 

Army  Medical  School 

Retired. 

GE  1000 

2853  Ontario  Road,  NW..... 
4600  Broad  Branch  Road,NW. 

CO  0800 
WO  3095 

Crawford,  William  R. ,2d  It., Inf. 

Fort  Washington,  Md....... 

Alex. 

1245 

Fort  Washington,  Md....... 

Alex. 1245 

Cress,  Erie  F.  ,maj.  ,Cav., 

Mrs.  Cresa. 

Mrs.  Edward  Wilbert. 

A.  W.  C 

NA  8772 

The  Kennedy- Warren,  3133 
Connecticut  Ave.  ,NW. 

CO  0444-J 

Crea3man,  Frederic  E. ,eapt. ,M.C. 
Mrs,  Cressnan. 

2115  C St. ,NW 

Br.  1442 

1450  Somerset  Place ,NW. . . . 

GE  3015 

Crittenberger,  Willis  D. , It. col. 
Cav. 

Mrs.  Crittenberger. 

Room  3204,  Munitions  Bldg. 

Br.  2025 

2918  33rd  Place,  NW 

WO  3670 

Cronlund , Philip  R. ,1  It., 
Med-Res. 

Mrs.  Cronlund. 

’Crozier , William,  maj .gen. . . . . . 

Mrs.  Crozier. 

W.  R.  C.  H 

Retired 

GE  1000 

7701  Georgia  Ave. ,NW 

1735  Massachusetts  Ave.,NW. 

GE  9368 

’Cruikshank,  William  M. ,brig. 
gen. 

Mrs.  Cruikshank. 

Retired 

The  Dresden,  2126  Connec- 
ticut Ave, ,NW. 

PO  3341 

Culln,  Frank  L. , Jr., It. col., 
(Inf.) ,N.G.B. 

Mrs.  Culin, 

Mies  Virginia  Culin. 

Room  2028,  Munitions  Bldg. 

Br.  2214 

4323  Reno  Road , NW. 

EM  0174 

Cumberpatch,  James  T.  ,oapt.  ,A.C  . 
Mrs.  Cumberpatch. 

Miss  Jean  Warner. 

Room  2606,  Munitions  Bldg. 

Br.  1474 

Tilden  Gardens,  3041 
Sedgwick  St.,NW. 

WO  5334 

Cuny,  Clifford  D. , maj. , S.C. 

Mrs.  Cuny. 

Miss  Eatheryn  Cuny. 

Room  3426,  Muniti  oik  Bldg. 

Br.  1837 

3806  Brandywine  St. ,NW. . . . 

WO  8175 

Dabney,  Albert  S. , It. col. ,M.C. . . 
Mrs.  Dabney. 

Room  1070,  Munitions  Bldg. 

Br.  2139 

2900  Connecticut  Ave.,NW.. 

CO  2025 

Dabney,  Walter  D. ,lt .col. , (F.D. ) 
N.G.B. 

Mrs.  Dabney. 

Rocs  2409,  Munitions  Bldg. 

Br.  1056 

3918  Benton  St.,NW 

EM  2038 

Dehlquist , John  E.  ,maj.  ,(Inf . ) ,. 
G.S.C. 

Mrs.  Dahlquist. 

Room  423,  Winder  Bldg..... 

Br.  1696 

4901  Tilden  St . ,NW. ...... . 

m 6460 

Daly,  Cornelius  M. , It. col. ,Cav. . 
Mrs.  Daly. 

Mi 88  Mary  Charlotte  Daly. 

A.  W.  C 

NA  8772 

The  Kennedy- Warren,  3133 
Connecticut  Ave. ,NW. 

CO  8677 

Daly,  John  C. , maj., Cav 

Mrs.  Daly. 

’Daly,  Joseph  0., It. col 

A.  W.  C 

Retired 

NA  8772 

3129  9th  Road,  North, 
Arlington,  Va. 

420  East  Leland  St., 
Chevy  Chase,  Md. 

CH  3738 

Danford,  Robert  M. , maj. gen.,  C. 
of  F.  A. 

Mrs.  Danford. 

Room  3012,  Munitions  Bldg. 

Br.  2127 

2400  16th  St. ,NW. 

AD  9481 

Darby,  Marshall  E. ,oapt. ,(0.D.) , 
N.G.B. 

Mrs.  Darby. 

Roan  2403 , Munitions  Bldg* 

Br.  1411 

2737  Devonshire  Place, NW.. 

1 

AD  3731 
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Name,  Rank,  Arm  or  service 

Office  address  and  telephone 

Residence  and  telephone 

Retired  

1 ftl  fi  T .fimnnt  St „ , NW ........ 

AD  1417-J 
£M  5757 

Mrs.  Damall. 

Darnall,  Joseph  R.  , It  .col.  ,M.C.. 

Room  1066,  Munitions  Bldg. 

Br.  1019 

3636  Brandywine  St.,NW.... 

Mrs.  Darnall. 

Ml 38  Eleanor  Darnall. 

Davidson,  Howard  C. , It. col.  ,A,C. 

Room  2635,  Munitions  Bldg. 

Br.  2265 

3238  R St. ,NW 

MI  0618 

Mrs.  Davidson. 

Davis,  Addison  M. ,col.,M.C 

Mrs.  Davis. 

GE  1000 

7108  14th  St.,  NW. ........ 

GE  1000 

Retired „ . . 

1537  Foxhall  Road,  NW 

m 9218 
CH  0986 

Mrs.  Davis. 

Davis,  Merle  H.  jSnaJ.^O.D 

Room  3745,  Munitions  Bldg. 

Br.  1660 

Lyonhurst , 4700  25th  St . , 

Mrs.  Davis. 

Davis,  Michael  F. , It. col. ,A.C. . . 

Room  2058,  Munitions  Bldg. 

Br.  1532 

North,  Arlington,  Va. 
1624  44th  St. ,NW 

WO  5299 

Mrs.  Davis, 

Davis,  Thomas  F. , It. col. ,D.C. . . . 

W.  R.  G.  H 

GE  1000 

1441  Whittier  St.,NW 

RA  0144 

Mrs.  Davis. 

Mrs.  S.  G.  Medlin. 

4404  Volta  Place.  NW 

WO  7895 

Mrs.  Davison. 

Day,  William  H.  ,1  It.  ,D.C 

Room  1131,  Munitions  Bldg. 

Br.  1420 

2929  Connecticut  Ave. ,NW. . 

AD  9248-J 

Mrs.  Day. 

3645  Warren  St.  ,NW 

Room  2525,  Munitions  Bldg. 
A.  W.  C 

Br.  1758 

M 6377 

Mrs.  Dean. 

Deane,  John  R. ,maj.,lnf 

NA  8772 

The  Kennedy-Warren,  3133 

CO  8387 

Mrs.  Deane. 

DeArmond , George  W.  ,col. ,F.A. . . . 

Room  H-329 , Bldg.  E,  6th 

Br.  1023 

Connecticut  Ave.,  NW. 
3401  Lowell  St.,NW 

Hi  3746 

Mrs.  DeArmond. 

Deas,  Alston,  maj.,Inf 

St.  and  Adams  Dr. ,SW. 
Room  H-137,  Bldg.  E,  6th 

(DI  2200) 

300  Woodland  Terrace, 

Alex. 

Mrs.  Deas, 

St.  and  Adams  Dr.,SW. 

(Br.  315) 

Alexandria,  Va. 

1824- J 

Retired  ,„*©,<>  0 

2231  Q St.  ,NW 

DU  5623 

Mrs.  DeCaro. 

DeCoursey,  Elhert  ,capt . ,M.C. . . . . 

Army  Medical  Museum. 

Br.  1545 

8607  Cedar  St.,  Silver 

SH  3384-J 

Mrs.  DeCoursey. 

Spring,  Md. 

Birch  and  Holly  Sts., 
Alexandria,  Va. 

Alex. 2188 

Mrs.  Deems. 

Deerwester , Charles  H. ,capt.,A.C 
Mrs.  Deerwester. 

Rolling  Flald,  D„  fl 

AT  8080 

AT  8080 

15  Keswick  St. , Garrett 

Ken.  45-W 

Mrs.  Defandorf. 

*Delaplane , Charming  E.,col 

Retired. 

Park,  Md. 

10  Edgehlll  Drive , 

Alex. 2552 

Mrs.  Delaplane. 

deLorimier,  Alfred  A. ,capt. ,M.C. 

Army  Medical  School....... 

GE  1000 

Alexandria,  Va. 

7400  14th  St. ,NW. 

GE  2680 

Mrs.  deLorimier. 

Mrs.  Jeanne  M.  deLorimier. 

Demler,  Marvin  Christian, 2d  It., 

Bolling  Field,  D.  C 

AT  8080 

Bolling  Field,  D.  C 

AT  8080 

A*  U « 

Mrs.  Demler. 

Dennis,  Albert  E.  ,1  It . ,q.M.C. 

Fort  Myer , Va. . . 

CH  3000 

Fort  Myer,  Va 

CH  3000 

Mrs.  Dennis. 

3403  Rodman  St . ,NW. . ...... 

EM  6215 

Mrs.  Dent. 

Denton,  William,  col.,M.C 

Army  Medical  School....... 

GE  1000 

4420  q St. ,NW. 

m 7387 

Mrs.  Denton. 

Miss  Jane  Denton. 

deRussy,  Rene  E.  ,ma  j.  ,Q,.M.C  .. . . . 

Room  2101,  Munitions  Bldg. 

Br.  1158 

2701  Connecticut  Ave. ,NW. . 

CO  10241 

Mrs.  deRussy. 

Miss  Marjorie  H.  deRussy. 

m 4957 

Desobry,  Elmer  C.  ,col.  ,A.G.D.. . . 

Room  1044,  Monitions  Bldg. 

Br.  1109 

1536  44th  St. ,NW. ......... 

Mrs.  Desobry. 

3008  McKinley  St 

EM  3560 

D'Espinosa,  William  J. ,&apt. , 
O.D. 

Mrs.  D'Esplnosa. 

Room  3702,  Munitions  Bldg. 

Br.  1387 

2000  24th  St.  ,NW..  ....... . 

NO  4180 

Mrs.  Devore. 

Dewey,  Arthur  E.  ,capt.  ,q.M.C.. . . 

A.  W.  C 

NA  8772 

Army  War  College 

NA  8772 

A.  wa  (jfttttfM,tt 

NA  8772 

Army  War  College. .....  .... 

NA  8772 

Mrs.  DeWitt. 

5ES  fflgg 
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5sre j ra**. V . am  or  service  Office  »ddress  a* J peienhcre 


De  iltt , -aliace,  brig. gee.  ,Asst.  o~®-y  Vc- 4 -®~  Center....... 

to  Tbs  £.  3. 


Mrs . DeSitt. 

Hrs.  3.  If.  ?oeter. 

*Dieiirs,  Randolph,  cant 

Hrs.  Dickins. 

Hiss  Tirgiria  Tiering 
Dickins. 

Mrs.  Albert  H.  Dickins. 
Billon,  Joeeot  V.  de  P. .earn . 

(c.v.c.),7.a.g.d. 

XHtk . Dillon. 

Hiss  Beverly  Dillon. 

Dillcr,  Lee  f . ,ra  j . ,C.D. . . . 

Mrs . Dillon. 

'Btnsncre,  Earcld  B.,cept 

Dixon,  William  M.  , It. col.  ,1.1... 
Hrs.  Dixon. 

Hiss  Marian  L.  Dixon. 

Dodson,  Claude  C. ,e=pt. ,H.C.. . , . 
Hrs.  Docson. 

Donaldson,  lianas  1. , lr.,eart., 
Csv. 

Hrs.  Donaldson. 

Dcniat,  Brands  A.  , ccl. ,?«A. 

Hrs.  Don! at. 

Bcncgtue , Conn  E.  ,1  lt.,C.3 

Hrs.  Donoghue. 

*Dcncvsn , John.  3., It. col 

Hrs.  Donovan. 

Hrs.  Louise  ?.  Donovan. 

Donovan,  Leo,  za ; . , Inf 

i£rs»  2-cncr®  n. 

*Dore , ail  bur  3 . ,re  j 

Hrs.  Dove. 

l-o*ms  , Claries  McC.  ,eapt . ,H.C. . . 
Hrs . Downs . 

*Drake , Albert  ?.  ,ne; 

Hrs.  Drake . 

*Brake,  Claries  B.  .brlg.gesi 

Hiss  Earrine  Drake. 

Brake,  frank  E. , 1 It.  ,M.C. . .. . . 

Hrs . Drake . 

Dravo,  Charles  Avery.col. ,Inf. . . 
Mrs.  Dravo. 

Dreisbach,  Albert  E.  ,cept.  ,H.C. . 
Hrs.  Dreisbach. 

Dreary,  Guy  E.  ,ze  j.  ,0.D 

Hrs.  Dreary. 

Brumrrd,  W.  Eintcn,  eapt.rM.C.. 
Hrs . Druzrocsd . 

Duff,  Hobinscn  E.  , raj.,  {Inf . 

G.S  .C . 

Hrs.  Duff. 

Hiss  Mary  Duff. 

Duffy,  Irving  A.  ,capt.  ,{3.A.) , 
JA.tt.D. 

Hrs.  Duffy. 

Hrs.  3.  3.  Eopkins. 

DuPreme , \fcrtln  3. , It. eel. ,H. C. 
Hrs.  DuPrenne. 

”Pugan,  Tnosnas  3., brig. gen 

Hrs.  Dugan. 

“Duke,  3.  T.  >"alker,  espt 

Hrs.  Duke . 

Hrs.  3tta  3.  Judscn. 


Rstir&d* ••«••••••>>••••••• 

P.ocr  AC'7 . Ctis  Bid  g . , £11  3r. 

isth  st. ,ys. 

Eecr  3525,  Hun in ions  Bldg.  Br. 

53?4,  Hzzdticns  Bldg.  Br. 

Mediae!  School 33 

Hyer,  Ve.  CH 


¥. 


Retired 


Amy  Medical  school. 33 

Deo i oral  Guard  Araory,  5th  H3 
St.  end  PerzsylvsooiE 
Ave. ,3a. 

Amy  Medical  School 33 


3ocn  o“35,  Munitions  Eldg. 


H.  3.  3.  E CE 

Poem  515,  binder  Bldg Br. 

Room  6C8,  Otis  Bldg.,  SIC  3r. 
ISth  3t.,Sr. 

W.  3.  G.  H 33 

Retired 

Retired.... 


1000 


5”£C  Retraska  Ave, ,5*. . . . . 


Ashton,  Ho  00  go  os  ry  County, 
Md. 

15C9  3 St. ,5» 


Hd. 


1000  Amy  Medical  Center 

1"54  55-58  Broad  Branch  Road, 5s., 

1300  Amy  Heddosl  Center 


155C 


32£4  Cleveland  Ave . ,51 


1CCO 


77C-6  14th  St.  ,Sf 

5535  Reservoir  Road,  IV. . . . 

Syattsville,  HE. 


1XC 

5C 

5595 

za 

* z cc 

ac 

94  cl 

545^ 

EM 

=4  5c 

SE  5 

5CCC 

ID 

3194 

BM 

£KCS 

— 

2000 

Ash. 

142 

D~ 

3852 

TT 

=454 

T* 

1000 

3M 

5c*5c 

S 

1CCC 

“ 

5544 

30 

3c5c 

5*222 

HI 

C5C9 

1111 
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OFFICERS  OF  THE  ARMY  STATIONED  IN  OR  NEAR  Tffi  DISTRICT  OF  COLUMBIA 


Name,  rank,  arm  or  service 


Office  address  and  telephone 


Residence  aid  telephone 


Dulin,  Thaddeus  R. ,2d  It., Inf... 

Dunham,  George  C. , It. col. ,M.C. . . 
Mrs . Dunham. 

Dunkel,  Leonard  N.  ,maj  . , (Inf . , 
N.G..U.S.) .G.S.C. 

*Dunphy , Charle  s B.  ,maj  

Mrs.  Dunphy. 

*Dyer,  Edward  L. ,maj 

Mrs.  Dyer. 

Miss  Virginia  Dyer. 

Miss  Barbara  Dyer. 

Mrs.  Albert  A.  Sargent. 
Eager,  Howard,  It. col. ,(F.A.) , 
B.I.A. 

Mrs.  Eager. 

Miss  Jeanne  F.  Eager. 

Miss  Ann  C.  Jeffery. 

Eaker,  Ira  C. , It. col. , (maj. ) , 

A.  C. 

Mrs.  Eaker. 

Earnest,  Herbert  L. ,maj. ,Cav. . . . 
Mrs.  Earnest. 

Easterbrook,  Arthur  E., It. col., 
(maj.) ,A.C. 

Mrs.  Easterbrook. 

Eastman,  Clyde  L. ,col.,S.C 

Mrs.  Eastman. 

Eberle,  Sidney  S„ ,maj. ,Inf 

Mrs.  Eberle. 

Echols,  Oliver  P. , It. col. ,(maj.) 
A.C. 

Mrs.  Echols. 

Mrs.  L.  F.  Bailey. 

*Edge rly , George  W.  ,maj  

Mrs.  Edgerly. 

^Edwards,  Carleton  U.  ,maj 

Mrs.  Edwards. 

Edwards,  Idwal  H. ,lt. col. , (maj . ) 
(A.C.) ,G.S.C. 

Mrs,  Edwards. 

Edwards,  Lemuel  E. ,capt. ,F.D. . . . 

Elder,  Eugene  V. ,capt.,S.C 

Mrs.  Elder. 

Elliott,  Jesse  D. ,eol. , ( Inf. ) , 
I.G.D. 

Mrs.  Elliott. 

Elliott,  Wilbur  S. ,maj . ,Q.M.C. . . 
Mrs.  Elliott. 

Miss  Patricia  P.  Elliott. 
Ellis,  E.DeTrevllle , It. col., 
Q.M.C. 

Mrs.  Ell  is 

Miss  Laura  Harris  Ellis. 

*Ellis,  Rowland  B.  ,col 

Mrs.  Ellis. 

Ellis,  Wilber  R. ,capt. ,Q.M.C 


*Ely,  Hanson  E., maj. gen 

Mrs.  Ely. 

*Bly,  Nathan  D,  ,col... 

Mrs.  Ely. 

English,  Paul  X. , It. col. ,C.W 
Mrs.  English. 

Ennis,  Riley  F. ,capt. ,Inf ... 
Mrs.  Ennis . 

Epperly,  James  M.  ,maj . ,D.C. . 
Mrs.  Epperly. 

Ernst,  Kenneth  F, ,capt. ,M.C. 
Mrs.  Ernst. 


Fort  Washington,  Md... 
Amy  Medical  School... 
Room  321,  Winder  Bldg. 

Retired 

Retired 


Room  1603,  Navy  Bldg. 


Room  1054,  Munitions  Bldg. 

Room  2534,  Munitions  Bldg. 
Room  2633,  Munitions  Bldg. 

Room  3034,  Munitions  Bldg. 

Room  H-323,  Bldg.  E,  6th 
St.  and  Adams  Drive,Sw. 

A.  W a Cat.  ......  ... ••••••• 


Retired 

Retired. 

Room  316,  Winder  Bldg. 


Room  3116,  Munitions  Bldg. 
Room  3423,  Munitions  Bldg. 

Room  1714,  Munitions  Bldg. 


Room  2316,  Munitions  Bldg. 


Room  242,  Dept,  of  State 
Bldg. 


Retired. 

Room  2018,  Munitions  Bldg 

Retired 

Retired 

Room  3504,  Munitions  Bldg 

A.  W.  C 

Room  1131 , Wunit  ions  Bldg 
Army  Medical  School 


Alex. 

1245 
GE  1000 

Br.  1280 


Br.  1146 

Br.  1551 

Br.  1758 
Br.  2265 

Br.  2070 
Br.  1065 
NA  8772 


Br.  1219 


Br.  2340 
Br.1335 

Br.  1776 


Br.  1982 


Br.  1076 


Br.  1808 


Br.  1363 
NA  8772 
Br.  1420 
GE  1000 


Fort  Washington,  Md 

6311  13th  St.,NW. 

Clifton  Manor , 2514  14th 
St. ,NW. 

1509  Gallatin  St.  ,NW 


2957  Newark  St. ,NW 


3513  Rodman  St.,NW 


3509  M St.,  N.W. 


4649  Garfield  St.,NW 

3110  44th  St. ,NW 


11  Edgewood  Terrace,  Belle 
Haven,  Va. 

4330  KLingle  St.,NW 


2712  35th  Place  ,NW. 


3908  McKinley  St . ,NW 

1701  Adams  St.,NE 

4700  Connecticut  Ave. ,NW. 


3200  16th  St. ,NW 

3517  P St. ,NW 


2139  Wyoming  Ave. ,NW 


3208  Highland  Place,  NW. 


24  West  Irving  St. , Chevy 
Chase,  Md. 


1813  19th  St. ,NW. 


605  North  View  Terrace, 
Alexandria,  Va. 

2540  Massachusetts  Ave.,NW. 

2540  Massachusetts  Ave.,NW. 

3726  Harrison  St.,NW 

4701  Connecticut  Ave.,NW. . 

3000  39th  St. ,NW 

717  Dahlia  St. ,NW 


Alex. 1245 
GE  5451 
AD  9740 
GE  5876 
EM  3884 

WO  8064 

MI  0653 

WO  3729 
WO  6220 

TE  2546-R 
EM  7682 
WO  3613 

EM  9124 
PO  2790 
EM  0913 


DE  6400 
WO  0389 

PO  6391 


EM  0177 
WI  6589 

DE  3045 

PO  0146 
PO  5540 
EM  1170 
EM  6874 
EM  8785 
GE  6818 
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Name,  rank,  arm  or  service 

Office  address  and  telephone 

Residence  and  telephone 

Ervin,  Frank  Jackson, 1 It., 

Amy  Medical  Center 

GE  1000 

Ild 

3705 

iQM-Res . 

Mrs,  Ervin. 

Ervin,  Humphrey  N. , It. col.  ,M.C. . 

W.  R.  G.  H 

GE  1000 

3911  McKinley  3t . ,NW 

WO 

6668 

Mrs.  Ervin. 

♦Evans,  Frederic  D. , brig. gen.... 
Mrs.  Evans . 

Reti red 

EM 

3554 

Evans,  Ira  K.  ,capt . ,Q.M.C 

Room  2141,  Munitions  Bldg. 

Br.  1780 

3710  Reno  Roed,  NW 

WO 

6183 

Mrs.  Evans. 

*Ewell,  George  W. , It. col 

Retiree T . T 

The  Kennedy-Warren , 3133 
Connecticut  Ave.  ,NW. 

CO 

044  6- W 

Mrs.  Ewell. 

Ewert,  Earl  C.  ,maj  . , (F.ji. ) , 

Room  229,  Dept,  of  State 

(Br.  1425) 

4514  Connecticut  Ave . ,NW. . 

wo 

3201 

G.S.C. 

Bldg. 

(Br.  1438) 

Mrs.  Ewert. 

*Exley,  Clarence  M.  ,maj 

Ret  ired T . 

3615  Cumberland  St . ,Nr7. . . . 

em 

9190 

Mrs.  Fxl  ay. 

Mrs.  Clarence  M.Exley,  Jr. 

*Exton,  Charles  77.,  col 

Retired T . 

3126  Dumbarton  Ave.  ,NW. . . . 

m 

1439 

Mrs.  Exton. 

Miss  Jacqueline  Exton. 

Fairbank,  Leigh  C. , hrig. gen. , 

Room  1806,  Munitions  Bldg. 

Br.  1568 

4411  Volta  St. ,NW 

m 

9431 

Asst,  to  The  S.  C-. 

Mrs.  Fairbank. 

Miss  Justine  L.  Fairbank. 

Faith,  Don  C.,maj.,Inf 

A.  ».  C 

NA  8772 

Kew  Gardens,  2700  Q St.,NW. 

DU 

7647 

Mrs.  Faith. 

Fales,  Eugene  W. , It. col. ,Inf. . . . 

Room  3024,  Munitions  Bldg. 

Br.  1871 

600  Johnson  Place, 

T'Z 

3108 

Mrs.  Fales. 

Alexandria,  Va. 

Falk,  Byron  A.,  maj.,S.C 

Room  2047,  Munitions  Bldg. 

Br.  1948 

Woodley  Park  Towers,  2737 

AD 

5102 

Mrs.  Falk. 

Devonshire  Place ,NW. 

Farmer,  Archie  A. ,maj.,S.C 

Roche  3421,  Munitions  Bldg. 

Br.  1838 

3709  Ingomar  St.,NW 

WO 

5808 

Mrs.  Farmer. 

♦Farmer,  Charles  C.,Jr. ,col 

Retired 

1210  Farragut  3t.,NW 

Mrs.  Farmer. 

Farthing,  William  E. , It.  col., 

Room  2046,  Munitions  Bldg. 

Br.  2145 

5320  Moorland  Lane , 

WI 

6368 

(maj. ) 

Bethesda,  Md. 

Mrs.  Farthing. 

Faust,  Daniel  B. , It. col.  ,M.C. . . . 

W*  Re  Ge  5m  • • • 

GE  1000 

7311  12th  3t. ,NW 

RA 

3252 

Mrs.  Faust. 

Favour,  Richmond , Jr. , It. col., 

W.  R.  G.  H 

GE  1000 

6811  8th  3t.  ,NW 

GE 

6740 

M.C. 

Mrs.  Favour. 

Miss  Margaret  Favour. 

Feldman,  Herman,  maj.,Q,.M.C 

Room  2006,  Munitions  Bldg. 

Br.  2146 

2814  38th  St.  ,NW 

B4 

3240 

Mrs.  Feldman . 

Fellers,  Bonner  F. ,oapt. .C.A.C. . 

A.  W.  C 

NA  8772 

2818  Bellevue  Terrace,  NW. 

EM 

3873 

Mrs.  Fellers. 

Fenn,  Clarence  C.  ,maj . ,J .A.G  .D. . 

Room  2038,  Munitions  Bldg. 

Br.  1256 

1305  Kirkwood  Road,  Lyon 

CH 

4363 

Mrs.  Fenn. 

Miss  Margaret  Fenn. 

Village,  Clarendon,  Va. 

Feringa,  Peter  A. ,eapt. ,C.E 

Room  2808,  Munitions  Bldg. 

Br.  1826 

3823  Van  Ness  St.,NW 

EM 

7862 

Mrs.  Feringa. 

Amy  and  Navy  Club,  17th 
and  I Sts.  ,KW. 

NA 

8400 

3324  KLingle  Road,  NW. .... 

WO 

2491 

Mrs.  Fetterolf. 

2318  19th  St.  ,NW 

NO 

7298 

Miss  Julia  F.  Fiebeger. 

3301  Woodley  Road, MV 

EM 

2567 

Mrs.  Fife. 

Finley,  David  H.  ,maj.  ,Q.M.C 

Mrs.  Finley. 

GE  1000 

Army  Medical  Center •••••• • 

GE 

1000 

Finley,  Thomas  D. , It. col. , (Inf . ) 

Room  502,  Winder  Bldg 

Br.  1664 

504  Maple  Ridge  Road, 

WI 

4282 

G.S.C. 

Bethesda,  Md. 

Mrs.  Finley. 

Fisher,  David,  capt.  ,M.C 

Mrs.  Fisher. 

GE  1000 

6000  13th  3t.,NW 

GE 

4231 

120775  0—39 3 
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Name,  rank,  arm  or  service 

Office  address  and  telephone 

Residence  and  telephone 

Fisher,  George  J.  B.  ,me  j.  ,C.W.S. 

Room  2515,  Munitions  Bldg. 

Er.  1758 

3913  McKinley  St.  ,NW 

WO  6563 

Mrs.  Fisher. 

Miss  Helen  Elizabeth  Fisher. 
Miss  Marjorie  H.  Fisher. 
Fitch,  Burdette  M.  ,capt. , (F. A. } , 

Room  H-201 , Bldg.  E,  6th 

Br.  1288 

1940  Biltmore  St.,NW 

AD  5154 

A.G.D. 

Mrs.  Fitch. 

Fitts,  Francis  M. , It. col.  ,M.C... 

St.  and  Adams  Drive,  SW. 
Room  1022,  Munitions  Bldg. 

Br.  1068 

4713  Colorado  Ave.,NW 

AD  7805 

Mrs.  Fitts. 

FitzGerald,  Donald  D.,maj., 

Bolling  Field,  D.  C 

AT  8080 

Bolling  Field  , D.  c 

AT  8080 

(capt . ) ,A.C. 

Mrs.  FitzGerald. 

’Flailing,  Robert  J. ,col 

Retired 

3538  Porter  St.,NW 

EM  2715 
GE  6764 
DE  4742 

Mrs.  Fleming. 

Fleming,  William  D., It. col.  ,M.C. 
Mrs.  Fleming. 

*Fletcher , Robert  H. , col 

Army  Medical  School 

GE  1000 

7210  Blair  Road,  NW 

Retired 

1921  24th  St.  ,NW 

Mrs.  Fletcher. 

Flickinger,  Harrison  W. , It. col. , 

Room  1907,  Navy  Bldg 

Br.  589 

Stoneleigh  Court,  Connec- 

ME  2659 

(maj. ) ,A.C. 

Mrs.  Flickinger. 

Flikke , Julia  0. ,maj. .A.N.C . , 

Room  1826,  Munitions  Bldg. 

Br.  2194 

ticut  Ave.  and  L St.,NW. 
103  Anne  St. , Takoma  Park, 

SH  4168 

Supt . 

Mrs.  Rena  Sanwick. 

*Foltz,  Frederick  S. ,brig.gen. . . 

Retired 

Md. 

The  Wyoming,  20  22  Columbia 

DE  4723 

Forbes,  Morris  H. ,maj.,F.D. 

Room  3221,  Munitions  Bldg. 

Br.  1663 

Road,  NW. 

3753  Northampton  St.,NW... 

EM  1274 

Mrs.  Forbes. 

Forsee,  Janes  H.  ,capt . ,M.C. 

W.  R.  G.  H 

GE  1000 

Normandie  Apt . , 6817  Georgia 

RA  • 2594 

Mrs.  Forsee. 

Foster,  Angier  H. , maj. ,( capt. ) , 

Room  2629,  Munitions  Bldg. 

Br.  1260 

Ave. ,NW. 

510  Surrey  St.  , Chevy 

WI  5691 

A.C. 

Mrs.  Foster. 

Foster,  Eugene  M. ,maj.,F.D 

A.  W.  C 

NA  8772 

Chase,  Md. 

The  Westchester,  39tn  St. 

EM  5574 

Mrs.  Foster. 

Miss  Patricia  Ann  Foster. 

and  Cathedral  Ave. ,NW. 
Metropolitan  Club 

NA  7500 

Fowler,  John  G. ,1  It., A.C 

Bolling  Field,  D.  C 

AT  8080 

Bolling  Field,  D.  c 

AT  8080 

Mrs.  Fowler. 

Francis,  John  R., maj  . ,(Inf. ) , 

Room  413 , Winder  Bldg 

Br.  1064 

3726  Connecticut  Ave.,NW.. 

EM  2760 

G.3.C. 

Franklin,  Neal  D.  ,capt . , J.A.G.D. 

Room  304,  Otis  Bldg.,  810 

Br.  1618 

4400  Leland  St.  , Chevy 

WI  4386 -J 

Mrs.  Franklin. 

Franks,  John  B.  ,capt.  ,Q JVI.C 

18th  St.  ,NW. 

Room  2509,  Munitions  Bldg. 

Br.  1452 

Chase,  Md. 

3613  Van  Ness  St. ,NW 

EM  5023 

Mrs.  Franks. 

Frazer,  George  A. ,ma j . , J .A. G.D. . 

Room  608,  Otis  Bldg.,  810 

Br.  2221 

5316  Moorland  Lane,  Edge- 

WI  6111 

Mrs.  Frazer. 

Miss  Margaret  L.  Frazer. 
Miss  Mary  W.  Frazer. 
Fredendall,  Lloyd  R.  ,col.  ,Inf . . . 

18th  St. ,NW. 

Room  3024,  Munitions  Bldg. 

Br.  1871 

moor,  Bethesda,  Md. 

2829  29th  St.,NW 

CO  8680 

Mrs.  Fredendall. 

Frederick,  Linus  D., capt. , A.C... 

Room  2621,  Muniti  ons  Bldg. 

Br.  1191 

1505  Foxhall  Road  ,NW . . . . . . 

EM  8056 

Mrs.  Frederick. 

Freeman,  Edward  V. ,capt. ,Q.M.C. . 

Room  2012,  Munitions  Bldg. 

Br.  1349 

3729  Kanawha  St.,NW 

WO  8187 

Mrs.  Freeman. 

Freer,  Arden,  lt.col.,M.C 

W « R • G.  He •••••••  •••  ••••• 

GE  1000 

1325  Elder  St., MW 

GE  1000 

Mrs.  Freer. 

French,  Sanford  w.,col.,M. C 

Mrs.  French. 

^French,  William  E.  P. ,maj ...... 

Fart  Washington,  MD 

Ret  ired.  

Alex. 

1245 

Fort  Washington,  Md 

3017  N St. ,NW 

Alex. 1245 
MI  2377 

Mrs.  French. 

Freudenthal,  Wilhelm  C.,1  It., 
A.C. 

Mrs.  Freudenthal . 

’Fries,  Amos  A. , me j .gen. ....... . 

Bolling  Field  , D.c 

AT  8080 

Bolling  Field  , D.  C 

AT  8080 

3305  Woodley  Road,  NW 

WO  1940 

Mrs.  Fries. 

Miss  Carol  Fries. 

Fritch,  Donald  F. , capt. , A.C 

Room  2634,  Munitions  Bldg. 

Br.  1265 

3622  Patterson  St.,NW 

WO  3992 

Mrs.  Fritch. 
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Name,  rank,  am  or  service 

Office  address  and  telephone 

Residence  and  telephone 

Frost,  William  R.  ,maj  . ,F.A 

Room  2514,  Munitions  Bldg. 

Br.  1758 

3805  Ingomar  St., Niff 

WO  3580 

Mrs.  Frost . 

Fugelso,  Erling  S. ,capt. ,M.C. . . . 

Amy  Medical  School. ...... 

GE  1000 

410  Cedar  St., Niff 

GE  7120 

Mrs.  Fugelso. 

Fuller,  Leigh  A. ,capt . , Inf . . . . . . 

Fort  Washington,  Md . 0 . . • « ♦ 

Alex* 

Mrs.  Fuller. 

1245 

Gallagher,  Philip  E. ,capt . ,Inf . . 

A.  Iff.  C 

NA  8772 

The  Marlyn,  Cathedral  Ave. 

WO  2627 

Mrs.  Gallagher. 

at  39th  St. ,NW. 

Galloway,  Floyd  E. , It. col.  ,A.C. . 

Bolling  Field,  D.  c 

AT  8080 

Bolling  Field,  D.  C 

AT  8080 

Mrs.  Galloway. 

Gannon,  Michael  V. ,capt. ,F.A.. . . 

Room  3203,  Munitions  Bldg. 

Br.  1859 

#1  Lone  Oak  Drive, 

WI  4150 

Mrs.  Gannon. 

Bethesda,  Md. 

Gano,  Prank  W. ,maj. ,C.E 

Room  2545,  Munitions  Bldg. 

Br.  1168 

6650  Baraaby  St.  ,NYf 

m 6919 

Mrs.  Gano. 

’’‘Garber,  Mao:  B.  ,col.. 

CO  3691 

Mrs.  Garber. 

Miss  Jane  Garber. 

♦Gardiner,  Harold  L.  ,maj  ....... . 

CO  4635 

Road,  NW. 

Gardner,  Herbert  A.  ,maj.  ,Q,.M.C.. 

Room  2146,  Munitions  Bldg. 

Br.  1877 

3175  21st  St.,  North, 

CH  0127 

Mrs.  Gardner. 

Arlington,  Va. 

Gardner,  Leon  L.  ,maj  . ,M.C 

Room  1022,  Munitions  Bldg. 

Br.  1068 

1815  Kilbourne  Place  , Niff. . 

AD  7327 

Mrs.  Gardner. 

Garrecht,  Francis  A.,  Jr*,capto, 

CH  3000 

CH  3000 

F.A. 

Mrs.  Garrecht. 

♦Garrison,  William  H. , Jr.,maj.. 

Retired 

3734  Northampton  St . ,NW. . . 

WO  2948 

Mrs.  Garrison. 

Gasser,  Lorenzo  D. , brig. gen. , 

Room  426,  Winder  Bldg 

Br.  1251 

1661  Crescent  Place,  NW. . . 

AD  9610 

Asst.  C.  of  S. 

Mrs.  Gasser. 

Gay,  Elmer  D. ,capt. ,M.C 

Army  Medical  School 

GE  1000 

6817  Georgia  Ave.  ,NW 

GE  2308 

Mrs.  Gay. 

GE  1000 

Army  Medical  Center 

GE  1000 

104  Raymond  St . , Chevy 

WI  3401-W 

Mrs.  Geddlngs. 

Chase,  Md. 

Gantry,  Ernest  R. ,col.,M.C 

Room  1066,  Munitions  Bldg. 

Br.  1019 

3900  Connecticut  Ave.,NW. . 

EM  3178 

Mrs.  Gentry. 

Miss  Mary  Gentry. 

Gerhardt,  William  R.  ,maj.  ,0.D. . . 

Room  3706,  Munitions  Bldg. 

Br.  1257 

3506  Rodman  St.,NW 

EM  7690 

Mrs.  Gerhardt. 

Gerow,  Lee  S. , It. col. ,Inf 

A.  W.  C 

NA  8772 

The  St.  Nicholas,  2230 

DU  6718 

Mrs.  Gerow. 

Calif  arnia  St . ,NW. 

Gerow,  Leonard  T.  , It. col.  ,(Inf.) 

Room  408,  'Winder  Blag 

Br.  1465 

4707  Connecticut  Ave.  ,NW, . 

EM  6800 

G.S.C. 

Gibbins,  Henry  .maj  .gen. , The 

Room  2000,  Munitions  Bldg. 

Br.  1709 

2139  Wyoming  Ave. ,NW 

NO  1722 

Q.M.G. 

Mrs.  Gibbins. 

Miss  Margaret  Gibbins. 

♦mhqrni  wm  Inm  W.  col 

2101  Connecticut  Ave.,NW.. 

NO  5082 

Mrs.  Gibson. 

Gilbert,  Harold  N.  ,ma  J.  ,A.G.D .. . 

Room  1449,  Munitions  Bldg. 

Br.  2081 

3830  Garrison  St.,NW 

WO  3148 

Mrs.  Gilbert. 

Miss  Betty  L.  Gilbert. 

Miss  Mary  E.  Gilbert. 

4000  Cathedral  Ave„,NW.... 

WO  7875 

Mrs.  Gilbert. 

408  Fairfax  Road,  Bethesda, 

WI  5757 

Mrs.  Gilbreth. 

Md. 

♦Gilchrist,  Harry  L.  ,ma  j .gen. .. . 

Army  Medical  Museum. 

NA  2206 

St.  Regis  Apartments,  2219 

DU  8551 

Mrs.  Gilchrist. 

Cal  if  orni  a St .,  Niff. 

Giles,  Barney  M. ,maj . ,A.C 

Room  2622,  Munitions  Bldg. 

Br.  1263 

Westchester  Apartments, 

WO  5894 

Mrs.  Giles. 

4000  Cathedral  Ave.,NW. 

Miss  Margaret  Giles. 

Gillespie,  Alexander  G. ,eol. , 

Room  3703,  Munitions  Bldg. 

Br.  1116 

Westchester  Apartments, 

EM  0554 

OH). 

4000  Cathedral  Ave. ,NW. 

Mrs.  Gillespie. 
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Office  address  and  telephone 

Residence  and  telephone 

*Gillespie , James  B. , It. col. . . . . 

Retired 

Route  #2,  Anacostia,  D.C.. 

Mrs.  Gillespie. 

414-F-5 

Mrs.  G.  H.  Vanderwater. 

Gillespie,  James  0. ,maj . ,M.C. . . . 

Room  1145,  Munitions  Bldg. 

Br.  1463 

1578  East-West  Highway, 

SH  4959-M 

Mrs.  Gillespie. 

Silver  Spring,  Mid. 

Gillet,  Norman  D. ,capt. ,C.W.S . . . 

Room  3504,  Munitions  Bldg. 

Br.  1363 

Riverside  Apartments, 

NA 

5848 

2145  C St. ,NW. 

Gilmore,  Hugh  R. , Jr. ,maj . ,M.C. . 

Army  Medical  School ....... 

GE  1000 

102  Grant  Ave.  , Takoma 

SH 

1735-W 

Mrs.  Gilmore. 

Park,  Md. 

Gingles,  Charles  H. , 1 lt.,M.C.. 

Amny  Medical  School 

GE  1000 

1107  Fern  St. ,NW 

GE 

2764 

Ginsburgh,  Abraham  R. ,maj . , 

Room  244,  Dept,  of  State 

Br.  1013 

13  East  Underwood  St., 

WI 

5684 

J.A.G.D. 

Bldg. 

Chevy  Chase,  Md. 

Mrs.  Ginsburgh. 

Glandon,  Joseph  P. , maj.  ,Q,.M.C. . . 

Room  2147,  Munitions  Bldg. 

Br.  1192 

4536  Middleton  Lane, 

WI 

6199 

Mrs.  Glandon. 

Bethesda,  Md. 

Glattly,  Harold  W. ,maj.,M.C 

Room  1143,  Munitions  Bldg. 

Br.  1449 

3831  Beecher  St.,NW 

wo 

1699 

Mrs.  Glattly. 

Godfrey,  Stuart  C.  ,col.  ,C.E.. . . . 

Room  20  70,  Munitions  Bldg. 

Br.  1831 

RoBsdhu  Castle,  Chevy 

WI 

4933 

Chase,  Md. 

Goode,  Paul  R. ,maj . ,Inf 

A.  W.  C 

NA  8772 

4701  Connecticut  Ave. ,NW.. 

EM 

5211 

Mrs.  Goode. 

Goodman,  William  M. , It • col. , 

Room  301,  Winder  Rlrig 

Br.  1952 

EM 

9166 

(C.A.C.) .G.S.C. 

Mrs.  Goodman. 

Goodrich,  Donald  R.  ,capt . ,A.C.. . 

Room  2606,  Munitions  Bldg. 

Br.  1880 

5357  29th  St. ,NW 

WO 

5449 

Mrs.  Goodrich. 

*Goodrleh,  Paul  M. ,col 

Retired 

5516  Broad  Branch  Road,NW.. 

WO 

8908 

Mrs.  Goodrich. 

Miss  Mary  P.  Goodrich. 

* Got  don,  Philip, maj 

Reti red 

3110  34th  St. ,NW 

EM 

6013 

Mrs.  Gordon. 

Miss  Anne  Gordon. 

Gordon,  William  W. , col. ,Cav 

A W ^ 

NA  8772 

Army  Wnr  College .......... 

NA 

8772 

Mrs.  Gordon. 

Grable  , John  C.,capt.,S.C 

Room  3407,  Munitions  Bldg. 

Br.  1078 

1344  Jefferson  St.,NW 

RA 

1950 

Mrs.  Grable. 

Grady,  Henry  W. , It. col. ,M.C 

W.  R.  G.  H 

GE  1000 

1439  Whittier  St. ,NW 

RA 

0358 

Mrs.  Grady. 

A1  fiY.  1 245 

Mrs . Graham . 

1245 

Grant,  Harold  W. , 1 lt.,A.C 

Bolling  Field,  B.  C 

AT  8080 

Bolling  Field,  D.C.. 

AT 

8080 

Mrs.  Grant. 

Graves,  Davis  D.  ,1  lt.,A.C 

Bolling  Field,  D.  C 

AT  8080 

Bolling  Field,  D.  C 

AT 

8080 

Mrs.  Graves. 

Br.  1604 

1835  Phelps  Place,  N.V 

DE 

4195 

Mrs.  Graves. 

*Gray,  Alonzo,  col 

Retired - 

3901  Connecticut  Ave.,NW.. 

EM 

5414 

Miss  Jane  Drew. 

*(Vrny  , 7T1  mrrre  ,lt.col 

4000  Cathedral  Aye.  tNW. . . # 

WO 

2439 

Mrs.  Gray. 

Gray,  Ernest  B.  ,capt.  .'i.M.C 

Room  2316,  Munitions  Bldg. 

Br.  1982 

3827  S St.  ,NW 

EM 

5209 

Mrs.  Gray. 

Gray,  Robert  McD. ,capt. , 

Room  407 , Otis  Bldg. , 810 

Br.  2126 

1720  Troy  St.,  Colonial 

CH 

2000 

J.A.G.-Res. 

18th  St. ,NW. 

Village,  Clarendon,  Va. 

Mrs.  Gray. 

Grebe , Alfred  A. , capt . ,M.C. ..... 

Army  Medical  School. ...... 

GE  1000 

7607  Eastern  Ave. , Takoma 

Mrs.  Grebe. 

Park,  Md. 

Green,  Joseph  A. , col. , C.A.C 

Room  3020,  Munitions  Bldg. 

Br.  2072 

3600  Porter  St. ,NW 

EM 

6402 

Mrs.  Green. 

*Green,  Ned  M. ,col 

Retired 

Army  and  Navy  Club,  17th 

NA 

8400 

and  I Sts. ,IIW. 

Green,  Thomas  H. , maj. , J.A.G.D. . . 

Room  602,  Otis  Bldg.,  810 

Br.  1685 

100  Virginia  Ave., 

TE 

3920-J 

Mrs.  Green . 

18th  3t.,IW. 

Jefferson  Park,  Va. 

Greene,  Joseph  I.  ,capt . , (Inf . } , 

Room  2022,  Munitions  Bldg. 

Br.  2219 

Marlyn  Apartments,  39th 

WO 

8156 

N.G.B. 

St.  and  Cathedral  Ave., 

Mrs.  Greene . 

NW. 

Greenleaf,  Henry  McC.  ,1  It.  ,M.C. 

Army  Medical  School 

GE  1000 

1123  Fern  St. ,NW 

GE 

3114 

Gregory,  Edmund  B. ,col. ,Q.M.C. . . 

Room  2115,  Munitions  Bldg. 

Br.  1714 

4401  Greenwich  Parkway ,NW. 

WO 

9267 

Mrs.  Gregory. 

OFFICERS  OF  THE  ARMY  STATIONED  IN  OR  NEAR  THE  DISTRICT  OF  COLUMBIA 


19 


Name,  rank,  arm  or  service 


Grice,  Letcher  0. ,raa j . ,O.M.C. . . . 
Mrs.  Grice. 

Griffin,  3en  jamin  F.  ,maj. , (caot.l 
A.C. 


Office  address  and  telephone 
Room  2215,  Munitions  Bldg.  Br. 
Bolling  Field,  D.  C AT 


Residence  and  telephone 


1469 

3808  Jocelyn  St.,NW 

EM 

8080 

Bolling  Field,  D.  C 

AT 

1143 

8080 


Mrs.  Griffin. 

Griffin,  Martin  E.  ,maj . ,1,1. C 

Mrs.  Griffin. 

Grimes,  William  M. , It. col., 

(Cav. ) ,G.S.C. 

Mrs.  Grimes. 

Griner,  George  W.  ,maj.  ,Inf 

Mrs.  Griner. 

Gripper,  Paul  C. ,raaj . ,3.C. . . . . . . 

Mrs.  Gripper. 

Griswold,  Harland  C. ,raaj. ,Inf. . . 
Mrs.  Griswold. 

Griswold,  Oscar  W. , It. col. ,Inf .. 
Mrs.  Griswold. 

Miss  Matile  Griswold. 

Grose,  John  E. ,raaj. , Inf 

Groves,  Leslie  R.,  Jr. ,capt., 
C.E. 


Room  3628,  Munitions  Bldg. 
Roam  318,  Winder  Bldg 

A.  W.  C 

Room  3401,  Munitions  Bldg. 

Fort  Washington,  Md 

Room  3308,  Munitions  Bldg. 

A.  W.  C 


Br. 

1693 

Br. 

1671 

NA 

8772 

Br. 

1689 

Alex. 

1245 
Br.  2220 

NA 

NA 

8772 

8772 

7015  9th  St . , NW 

The  Kennedy- Warren,  3133 
Connecticut  Ave.,NW. 

Tilden  Gardens,  3930 
Connecticut  Ave.,NW. 

4701  Connecticut  Ave.,NW. . 

Fart  Washington,  Md 

2817  Cathedral  Ave.,NW.... 


Army  'War  College.., 
3132  Oliver  St.,NW, 


GE  3347 
AD  7376 

WO  5334 
WO  8808 
Alex. 1245 
CO  7156 

NA  8772 
m 5781 


Mrs.  Graves. 

Grow,  Robert  W. ,lt .col. ,Cav 

Mrs.  Grow. 

Gruber,  Edmund  L.  ,col.  ,{F.A.) , 
G.S.C. 

Mrs.  Gruber. 

Miss  Barbara  Gruber. 
Gruenther,  Alfred  M. ,capt. ,F.A. . 
Mrs.  Gruenther. 

*Guerin,  Mark  E. , It. col 

Mrs.  Guerin. 

Gullet,  John  S.  ,raa j. (capt . )A.C. . 
Mrs.  Gullet. 

Gullion,  Allen  W. ,maj.gen., 

The  J.A.G. 

Mrs.  Gullion. 

Gustites,  Francis  William, It. 
col. ,M.C. 

Mrs.  Gustites. 

*Guten3ohn,  Alvin  G. , It. col. . . . . 
Mrs.  Gutensohn. 

*Guyer,  Robert  G, , It. col 

Mrs.  Guyer. 

Gwynn,  Harry  M.  ,raaj . , Inf 

Mrs.  Gwynn. 

Hag ins , William  A. , It. col. ,M.C.. 
Mrs.  Hagins. 

Haines,  Oliver  L. , It. col. ,Cav. . . 
Mrs.  Haines. 

*Hains,  John  P.  ,col 

Miss  Mary  J.  Halns. 

Haislip,  Wade  H. , It. col.  ,(Inf.) , 
G.S.C. 

Mrs.  Haislip. 

Haley,  James  B.  ,capt.,F.D 

Mrs.  Haley. 

Hall,  Chalmers  G. ,col.,A.c 

Mrs.  Hall. 

Hall,  Dale  C.,oapt.,0.D 

Mrs.  Hall. 

Miss  Marjorie  E.  Hall. 

*Hall,  Edwin  C.  ,capt 

Mrs.  Hall. 

Hall,  Wilford  F. ,cspt. ,M.C 

Mrs.  Hall. 

Hall,  William  E. ,1  It., A.C 

Mrs.  Hall. 


Room  3202,  Munitions  Bldg.  Br.  1979 
Room  322,  Winder  Bldg Br,  1679 


3610  3d  St.,  North, 
Arlington,  Va. 

Dresden  Apartments,  2126 
Connecticut  Ave.  ,NW. 


CH  5415 
NO  3593 


A.  W.  C 

Retired 


NA  8772 


Room  2510,  Munitions  Bldg. 

Room  404,  Otis  Bldg.  ,810 
18th  St.  ,NW. 

W.  R.  G.  H 


Br.  1302 
Br.  2019 

GE  1000 


3632  Windom  Place  ,NW. .... . 

2540  Massachusetts  Aye.  ,NW. 

3024  Tilden  St.  ,N1V 

1763  Columbia  Road,  NW. ... 


IM  6560 
DE  2834 
m 2450 
CO  9713 


1317  Dogwood  St. ,NW 


GE  1000 


Retired 

Retired 

Room  3612,  Munitions  Bldg. 

A.  W.  C 

A.  W.  C 

Retired 

Room  436,  Dept,  of  State 
Bldg. 

Room  3006,  Munitions  Bldg. 
Room  2628,  Munitions  Bldg. 
Room  3742,  Munitions  Bldg. 

Retired 

Room  2641,  Munitions  Bldg. 
Bolling  Field,  D.  C 


Br.  1549 
NA  8772 
NA  8772 

Br.  1010 


108  Aspen  St . , Chevy 
Chase , Md . 

4217  Van  Ness  3t.,NW 

1406  29th  St.,NW 

Army  War  College 

2936  Bellevue  Terrace,  NW. 

1302  18th  St. .NW 

2540  Massachusetts  Ave. ,NW. 


WI  4788 
EM  0170 

NA  8772 
EM  2881 
DE  1182-M 
DU  5540 


Br.  1319 


4207  38th  St.  ,NW. 


Br.  1261 
Br.  1735 


The  Kennedy-Warren,  3133 
Connecticut  Ave. ,NW. 
3914  Jenifer  St.  ,NW 


EM  0380 
AD  5216 
WO  7214 


Br.  1396 
AT  8080 


3720  Upton  St.,NW 

3901  Connecticut  Ave.,NW.. 
Bolling  Field,  D.  C 


WO  3720 
EM  5718 
AT  8080 
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Halla,  Carl,  It. col.  ,(F.D. ) , 
G.S.C. 

Mrs.  Halla. 

*Halstead,  Laurence,  brig. gen... 

Room  314,  Winder  Bldg 

Br.  2241 

4918  Tilden  St. ,NW 

EM  7717 
EM  3310 

Retired 

3311  Macomb  St. ,NW 

Mrs.  Halstead. 

Hamilton,  Charles  S.  ,col.  ,Inf. . . 

Awaiting  retirement 

4971  Hillbrook  Lane.NW.... 

EM  7965 

Mrs.  Hamilton. 

Miss  Catherine  Hanilton. 
Miss  Maiy  Hamilton. 

*H«nrl  It.nn  , -Tames,  1 It... 

Ret  ired. 

2400  16th  St.,NW 

Shoreham  Hot  el 

CO  0207 
AD  0700 

Mrs.  Hamilton. 

Hammond,  Chester,  lit., (Inf.), 

Georgetown  University  Law 

NA  7061 

J.A.G.D. 

Handy,  Thomas  T. ,lt .col. , (F.A. ) , 

School. 

Room  412,  Winder  Bldg 

Br.  1020 

3325  Runnymede  Place , NW. . 

EM  2609 

G.S.C. 

Mrs.  Handy. 

Hanford, Edward  C. , It. col.. 

Room  2030,  Munitions  Bldg. 

Br.  2227 

2301  Connecticut  Ave.,NW.. 

DU  6786 

(F.A.) .N.G.B. 

Mrs.  Hanford. 

Miss  Lucile  Hanford. 

Hannum,  Reiff  H. , It. col. ,0.D. . . . 

Room  3601,  Munitions  Bldg. 

Br.  1602 

3041  Sedgwick  St.  ,NW 

EM  0921 

Mrs.  Hannum. 

* Hanson,  Linwood  E.  ncol 

Retired 

2122  California  St., HIV.... 

DE  3440 

Mrs.  Hanson. 

Miss  Lydia  F.  Hanson. 
Harbaugh,  Janes  L. , Jr.  ,capt., 

Room  303,  Otis  Bldg.,  810 

Br.  1618 

1338  19th  St.,UW 

DU  0391 

J.A.G.D. 

Harden,  Robert  D. ,lt .col. ,M.C. . . 

18th  St. ,NW. 

Room  3625,  Munitions  Bldg, 

Br.  2398 

2540  Massachusetts  Ave.,NW. 

PO  5540 

Mrs.  Harden. 

Hardenbergh,  Raymond  W. , It. col. , 

Room  3310,  Munitions  Bldg. 

Br.  1823 

2141  Wyoming  Ave.,NW 

DE  4065 

Inf. 

Mrs.  Hardenbergh. 

Miss  Sue  Hardenbergh. 
Hardigg,  Carl  A. , It. col. ,^.M.C. . 

Room  2008,  Munitions  Bldg. 

Br.  1049 

2602  36th  St.  ,NV; 

WO  9422 

Miss  Hardigg. 

Hare,  Ray  M. ,maj . ,Q.M.C 

Room  2047,  Munitions  Bldg. 

Br.  1948 

4614  Norwood  Drive,  Chevy 

WI  5970-J 

Mrs.  Hare. 

Harloe,  Bartley  M. ,maj . ,C.E 

Room  802,  Walker-Johnson 

(DI  2310) 

Chase,  Md. 

1563  44th  St. , NW 

EM  6149 

Mrs.  Harloe. 

Bldg.  ,1734  New  York  Ave. 
NW. 

Rat.lr  ad 

(Br.  653) 

240  Tuckerman  St. ,NW. . . . , . 

GE  0241 

Harmon,  Ernest  N.  ,raaj.  ,(Cav.) , 
G.S.C. 

Mrs.  Harmon. 

Miss  Barbara  Ruth  Harmon. 
Harmon,  Hubert  R. , It.  col., 

Br.  1650 

CH  3665 

Room  418,  Winder  Bldg 

Br.  1291 

3307  Rowland  Place, NW 

EM  5181 

(A.C.) .G.S.C. 

Mrs.  Harmon. 

Harms,  Henry  W.  ,col. , (It. col.) , 

Room  2628,  Munitions  Bldg. 

Br.  1261 

2708  36th  St . ,NW 

EM  8316 

A.C. 

Mrs.  Harms. 

1919  37th  St.  ,NW. 

WO  9131 

Mrs.  Harper. 

Harriman,  Joseph  E. ,capt. ,C. A.C. 

A.  W.  C 

NA  8772 

3901  Connecticut  Ave. ,NW. . 

EM  5755 

Mrs.  Harriman. 

Miss  Louise  Harriman. 
Harrington,  Francis  C.,col.,C.E. 

■ Room  801,  Walker-Johnson 

(DI  2310) 

1901  23rd  St. ,NW 

NO  0799 

Harris,  Charles  T. , Jr., brig. 

Bldg. ,1734  New  York  Ave. 
NW. 

Room  307  2,  Munitions  Bldg. 

(Br.  353) 
Br.  1445 

3220  Cleveland  Ave.,NW.... 

EM  9464 

gen.,  Asst,  to  the  C.  of  0. 
Mrs.  Harris. 

Harris,  John  T.  ,col.  ,^.M.C 

Room  2116,  Munitions  Bldg. 

Br.  1781 

3222  KL ingle  Road,  NW..... 

WO  3610 

Mrs.  Harris. 

Retired 

The  Highlands , Connecticut 
Ave.  and  California  St., 
NW. 

NO  1240 

Mrs.  Harris. 
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*Hart , lames  W.  ,maj 

Retired 

Pi  Pi  a it  q+  tst;; 

RE 

1611 

Mrs.  Hart. 

Miss  Grace  L.  Hart. 

Hartley,  Leroy  P. , It .col. ,D.C. . . 

Army  Dental  School 

GE  1000 

8^3  Aspen  ^t.,Ntf T T . . . 

GE 

1922 

Mrs.  Hartley. 

Hartman,  Charles  D. , col.  ,Q.M. C. . 

Room  2016,  Munitions  Bldg. 

Br.  1174 

1870  Wyoming  Ave. ,NW 

DE 

1880 

Jfr s.  Hartman. 

Hartman,  Charles  D. , Jr., 2d  It.. 

Fort  Myer,  Va 

CH  3000 

CH 

3000 

F.A. 

Mrs.  Hartman. 

Hartman,  George  E.  ,ma  j.  .Q.M.C.. . 

Room  2148,  Jiunitioas  Bldg. 

Br.  1877 

2844  Wisconsin  «.ve . ,NW. . . . 

WO 

3146 

Mrs.  Hartman. 

*Hartnett,  Eugene  H.  ,col 

Retired t , , t 

Mrs.  Hartnett. 

Park,  Bethesda,  Ml. 

Miss  Harriett  Hartnett. 

Miss  Margaret  Hartnett. 

Harvey,  Clarence  C. , It. col. ,M.C. 

Room  1128,  Munitions  Bldg. 

Br.  1408 

1429  44th  ot.,  NW 

m 

6181 

Mrs.  Harvey. 

Hasbrouck,  Robert  W. ,maj . , (F.A. ) 

Room  325,  Winder  Bldg..... 

Br.  1003 

no 

8615 

G.S.C. 

Mrs.  Hasbrouck. 

Hastings,  Frank  H.  ,inaj.  ,C.A.  C.. . 

Room  2544,  Munitions  Bldg. 

Br.  1419 

3434  Porter  3t.  ,NW 

wo 

0885 

Mrs.  Hastings. 

*Hatch,  Everard  E.  ,brig.gan 

Retired 

Mrs.  Hatch. 

Md. 

Hauck,  Clarence  J. , Jr.,  1 It., 

Georgetown  University  Law 

NA  7061 

4714  Chestnut  3t. , 

WI 

5369 

(C.A.C. ) J.A.G.D. 

School. 

Bethesda,  Ml. 

Jfr  a.  Hauck. 

Hauseman,  David  N. ,capt . ,0.D.. .. 

Room  2543,  Munitions  Bldg. 

Br.  1758 

4428  Greenwich  Parkway ,NiV. 

EH 

8787 

Mrs,  Hauseman# 

*Hawkins,  Hamilton  3.  .brig. gen. . 

Retired 

3508  Lowell  St . ,NW T . 

wo 

2393 

Mrs.  Hawkins . 

Miss  Anne  Gray  Hawkins. 

Hawley,  Paul  R.  ,lt  .col.  ,M.C 

A.  W.  C 

NA  8772 

3543  Quebec  St.  ,JUC 

wo 

9088 

Jfrs.  Hawley. 

Miss  Barbara  Hawley. 

*Hayden,  Herbert  B. ,lt .col. .. . . . 

Ret  ired 

3318  N St . ,NW 

MI 

3318 

Mrs.  Hayden. 

Hayes,  Harold  G. , 1 lt.,S.C 

Room  3436,  Munitions  Bldg. 

Br.  1561 

3700  Massachusetts  Ave.  ,NW. 

Mrs.  Hayes. 

Haynes,  Ashton  M. ,1  It. , (F.A.) , 

Georgetown  University  Law 

NA  7061 

5040  1st  St . ,NW 

GE 

0459 

J.A.G.D. 

Mrs.  Haynes. 

*Headley,  Bradford  N. ,1  It...... 

Ret  lr  ed 

21  Wall  St.,  Rockville ,Md. 

Rockville 

Mrs.  Headley. 

126 

Heald,  Robert  S.  ,maj  . (eapt. ) , 

Room  2636,  Munitions  Bldg. 

Br.  1988 

8816  Colesville  Road, 

3H 

5739 

A.C. 

Silver  Spring,  Md. 

Mrs.  Heald. 

Healy,  Rcraeyn  J. , Jr.  ,1  lt.,M.C. 

Army  Medical  School 

GE  1000 

935  Bonif ant  St . , Silver 

Mrs.  Healy. 

Spring,  Ml. 

Retired, 

1323  30th  St . ,NW 

NO 

5620 

Mrs.  Heavey. 

*Hedekin,  Charles  A. , brig. gen  .. . 

Retired. 

118  Glenbrook  Road, 

WI 

5394 

Mrs.  Hedekin. 

Bethesda,  Md. 

Hedrick,  Lawrence  H. , It.  col., 

Room  409,  Otis  Bldg.,  810 

Br.  1067 

3714  Woodley  Road  , NW 

WO 

8658 

J.A.G.D. 

18th  3t.,NW. 

Mrs.  Hedrick. 

Heiss,  Gerson  K.  ,capt.,O.D 

Room  2506,  Munitions  Bldg. 

Br.  1086 

4700  Connecticut  Ave.,NW.. 

WO 

0845 

Jfrs.  Heiss. 

Heller,  Eugene  J. ,maj . ,Q.M.C. . . 

Room  2215,  Munitions  Bldg. 

Br.  1469 

3914  Military  Road,  NS 

WO 

7259 

Mrs.  Heller. 

Miss  Eugenia  Heller. 

Miss  Elizabeth  Heller. 

Henry,  Cecil  E.  ,capt.  ,A..C 

Room  1048,  Munitions  Bldg. 

Br.  1884 

3831  S st. ,NW 

WO 

1789 

Mrs.  Henry. 

Henry,  Stephen  G. ,ma j. , (Inf . ) , 

Room  316,  Winder  Bldg 

Br.  1219 

514  Cumberland  Ave.,  Chevy 

WI  1553-W 

G.S.C. 

Chase,  lid. 

Mrs.  Henry. 
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Mrs.  Hernandez. 

*Hero , Andrew,  Jr.jPBjogen 

Ret  ired 

Herr,  John  K. .nBj.gen.,  C.  of 

Room  3016,  Munitions  Bldg. 

Br.  1894 

Cav. 

Mrs.  Herr. 

Miss  Fanny  Herr. 

Herring,  Fred  L.  ,1  lt.,V.C 

Army  Veterinary  School.... 

GE  1000 

Mrs.  Herring. 

Hershey,  Lewis  B. ,maj . , (F.A. ) , 

Room  526,  Winder  Bldg 

Br.  1782 

G.S.C. 

Mrs.  Hershey. 

Miss  Kathryn  Elizabeth 
Hershey. 

Hervey,  Stewart  D.,maj.,  Inf.... 

University  of  Maryland, 

(Berwyn80) 

Mrs . Hervey . 

College  Park,  Md. 

(Br.  63) 

*Herwig,  Leopold  J.  H.,maj 

Mrs.  Mary  A.  Herwig. 

Hester,  Hugh  B. ,raa j . ,Q.M.C 

Ret ired 

Room  2535,  Munitions  Bldg. 

Br.  1758 

Mrs.  Hester. 

Hester,  John  H. , col. ,( Inf . ) 

Room  324,  Winder  Bldg 

Br.  1003 

G.S.C. 

Mrs.  Hester. 

Mrs.  F.  H.  Richardson. 
Hester,  Thomas  G.  ,capt.  ,M.A.C. . . 

Army  Medical  Center.. 

GE  1000 

Mrs.  Hester. 

Hewett,  Hobart,  capt.,C.A.C 

A.  W.  C 

NA  8772 

Mrs.  Hewett. 

Hewitt,  Reuel  E. ,maj . ,M.C 

W.  R.  G.  H 

GE  1000 

Mrs.  Hewitt. 

Hickey,  Thomas  F.  ,oapt.,F.A 

Fort  Myer,  Va 

CH  3000 

Mrs,  Hickey. 

Mrs.  Hickman. 

Hicks,  Ronald  A. ,raaj . , (capt. ) , 

Room  805,  Walker- Johnson 

(DI  2310) 

A.C. 

Bldg. , 1734  New  York 

(Br.  730) 

Higgins,  Willfred  R.  ,maj  . ,Inf . . . 

Ave, ,NW. 

Fort  Washington,  Md 

Alex. 

Mrs.  Higgins. 

1245 

Miss  Shirley  E.  Higgins. 
*Hilgard,  Milosh  R„scol 

Mrs.  Hilgard. 

Miss  Marianne  F.  Hilgard. 
Hill,  Edmund  W. , It. col. , (maj. ) , 

A.  W.  C 

NA  8772 

A.C. 

Mrs.  Hill. 

Mrs.  Hill. 

Hinds,  John  H. , capt., F.A 

A.  W.  C 

NA  8772 

Mrs.  Hinds. 

Hines,  Charles,  It .col. ,C. A.C... 

Room  2504,  Munitions  Bldg. 

Br.  1183 

Hines,  Charles  B. ,2d  lt.,F.A.... 

Fort  Myer,  Va 

CH  3000 

Mrs.  Hines. 

*Hlnes , John  L.  9rEEij.gen 

Ret ired*  * ................. 

Mrs.  Hines. 

Mrs.  Alice  H.  Cleland. 

Hines,  John  L. , Jr. ,capt . ,Cav. . . 

Fort  Myer,  Va. 

CH  3000 

Mrs.  Hines. 

Miss  Barbara  Williams. 
Hinman,  Dale  D. , It. col. ,C.A.C. . . 

Room  3017,  Munitions  Bldg. 

Br.  1728 

Miss  Georgina  M.  Hinman. 
Hoagland,  Robert  J. ,capt. ,M.C. . . 

Army  Medical  School 

GE  1000 

Mrs.  Hoagland. 

Hooker,  Richard  W.  ,ma  j.  ,(F.A. ) , 

Room  1708,  Munitions  Bldg. 

Br.  1268 

I.G.D. 

Mrs.  Hooter. 

Miss  Harriet  R.  Hoc ter. 
Hockwald,  Henry  ,maj.  ,Q.M.C 

Room  2121,  Munitions  Bldg. 

Br.  1790 

Mrs.  Hockwald. 

Residence  and  telephone 


3905  Laird  Place,  Chevy 

WI  4961-R 

Chase,  Md. 

2804  34th  St . ,NW 

WO 

4555 

2208  South  Knoll  Road, 

JA 

1646 

Arlington,  Va. 

7143  Georgia  Ave.,NW 

GE 

2203 

5425  31  St . ,NW 

WO 

6064 

No.  1,  Beech  St.,  College 

GR 

3485-J 

Heights,  Md. 

Cathedral  Mansions , 3000 

AD 

4800 

Connecticut  Ave. ,NW. 

2737  Devonshire  Place, NW. . 

AD 

7499 

4445  Lowell  St.,NW 

WO 

6776 

1314  Sheridan  ^t.,NW 

GE 

7113 

3112  18th  St.,NW 

CO 

6802-W 

528  Cedar  St.,IIW 

GE 

9319 

Fort  Myer,  Va 

CH 

3000 

West  Apartment,  Hospital, 

(AD 

9104) 

U.  S.  Soldiers'  Home,  D.C. 

(Br. 

22) 

The  Westchester 

WO 

5866 

Fort  ’Washington,  Md 

Alex. 1245 

3541  Quebec  St.,NW. 

EM 

8308 

3219  Cathedral  Ave.  ,NW.... 

EM 

5309 

1813  37th  St . , NW 

EM 

0066 

14  North  Oakland  St., 

CH 

2881 

Arlington,  Va. 

The  Fairfax  Hotel,  2100 

PO 

4480 

Massachusetts  Ave.,NW. 

Fort  Myer,  Va 

CH 

3000 

3740  Military  Road.NW 

EM 

5249 

Fort  MY®r,  Va 

CH 

3000 

3418  Porter  St . ,NW 

WO 

3859 

7701  Georgia  Ave.,NW 

3810  North  Upland  St., 

CH 

4410 

Arlington,  Va. 

Wardman  Park  Hotel 

CO 

2000 
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Hodge,  John  R.  ,maj  , ,(Inf.  )G.S.C. 

Room  322,  Winder  Bldg 

Br.  1679 

5220  42nd  St. ,NW 

1M  4498 

Mrs.  Hodge. 

Miss  Barbara  Anne  Hodge. 
Hodnette,  Lovic  P.,maj.,Iaf 

A.  W.  C 

NA  8772 

421  North  Monroe  St . , 

CH  5289 

Mrs.  Hodnette. 

*Hoes,  Gouverneur,  maj „ 

Mrs.  Hoes. 

Hogan,  James  P. , It. col. ,(C.A.C. ) 

Retired. 

Room  2030,  Munitions  Bldg. 

Br.  2227 

Arlington,  Va. 

1410  20th  St., NT 1 

The  Westchester,  4000 

NO  8972 
EM  1148 

N.G.B. 

Mrs.  Hogan. 

Hoge , Kenneth  G. , capt . , ( Cav. ) , 

Room  H-201,  Bldg.  E,  6th 

Br.  1288 

Cathedral  Ave . ,NW. 
3101  North  17th  St. , 

CH  0151 

A.G.D. 

Mrs.  Hoge. 

Holden,  George  DeWitt, capt. 

St.  and  Adams  Drive,  SW. 
Room  3323,  Munitions  Bldg. 

Br.  1939 

Arlington,  Va. 

1927  38th  St . ,NW 

m 9429 

FD-Res. 

Mrs.  Holden . 

Holdridge,  Herbert  C.,maj., 

60  Florida  Ave. ,NE. . . 

Br.  1592 

1503  North  Fillmore  St., 

CH  6885 

A.G.D. 

Mrs.  Holdridge. 

Holland , Park,  capt . ,A.C 

Room  246^,  Dept,  of  State 

Br.  1372 

Arlington,  Va. 

3331  Tennyson  St. , Chevy 

WO  8688 

Mrs.  Holland. 

Holmes,  Henry  B. , Jr., It. col., 

Bldg. 

Room  3216,  Munitions  Bldg, 

Br.  2188 

Chase,  D.C. 

3410  Quebec  St.,  NW 

WO  2328 

C.A.C. 

Mrs.  Holmes. 

Holt,  Rufus  L. , It. col. ,M.C... . . . 

Army  Medical  School 

GE  1000 

1415  Van  Buren  St. ,NW 

RA  3949 

Mrs.  Holt. 

Miss  Jane  Holt. 

Homer,  John  L. , It. col. , C.A.C. .. . 

Aa  W,  C<  « 

NA  8772 

Wardman  Park  Hotel . . . ... . . . 

CO  2000 

Mrs.  Homer. 

Hoover,  Hubert  D. , maj. ,J. A.G.D.. 

Room  604,  Otis  Bldg.,  810 

Br.  2224 

5709  Chevy  Chase  Parkway, 

EM  3882 

Mrs.  Hoover. 

Hopkins,  Edward  0.  ,capt.  ,F.A. . . . 

18th  St.,NW. 

Room  H-137 , Bldg.  E,  6th 

(DI  2200) 

D.  C. 

2214  39th  Place ,NW 

EM  4258 

Mrs.  S.  B.  Laune. 

Hopping,  Andrew  D. , capt. .Q.M.C.. 

St.  and  Adams  Drive,SW. 
Room  2135,  Munitions  Bldg. 

(Br.  315) 
Br.  2179 

1203  Geranium  St.,NW 

RA  2784 

Mrs.  Hopping. 

Homer,  Samuel  W.  ,11,1  It.  ,F.A. . 

Fort  Myer , Va ............ . 

CH  3000 

CH  3000 
RA  3661 

Mrs.  Horner. 

Hornisher,  Joseph  J.  ,eapt.  ,M.C . . 

Wo  R • Go  Ha  a a a a a a • aa  aaa  a a a 

GE  1000 

6514  5th  St.,NW 

Mrs.  Hornisher. 
Hottenstein,  David, capt., 

Room  303,  0ti3  Bldg.,  810 

Br.  1618 

904  Butternut  St.,NW 

GE  4993 

(C.A.C.) .J.A.G.D. 

Mrs.  Hottenstein. 
Householder,  Eugene  R. ,col.. 

18th  St.  ,NW. 

Room  260,  Dept,  of  State 

Br.  2261 

1868  Columbia  Road,NW. .... 

CO  5600 

A.G.D. 

Mrs.  Householder. 

Bldg. 

1016  16th  St. ,NW. 

2400  16th  St. ,NW 

NA  9134 
CO  7200 

Mrs.  Howard. 

Hoyle,  Rene  E.  DeR. ,col. ,F.A .. . . 

Room  3014,  Munitions  Bldg. 

Br.  2127 

Mrs.  Hoyle . 

Hoyt,  Eazen  Luertus,  Jr. , It. col. 

Room  418,  Winder  Bldg 

Br.  1291 

4106  38th  St. , NW 

EM  9147 

(CA-Res.) .G.S.C.  Mrs.  Hoyt. 
Hubbell,  Richard  L. ,na j . ,0.D. . .. 

Room  2535,  Munitions  Bldg. 

Br.  1758 

2716  36th  Place, NW........ 

WO  3485 

Mrs.  Hubbell. 

Huff,  Sargent  P.  ,maj  . ,0.D. 

Room  3741,  Munitions  Bldg. 

Br.  1735 

6300  Offutt  Road,  Chevy 

WI  6164 

Mrs.  Huff. 

Miss  Dorothy  A.  Huff. 
Miss  Catherine  P.  Huff. 
Miss  Eleanor  G.  Huff. 

Cimse,  Md. 

Army  and  Navy  Club,  17th 
and  I Sts. ,NW. 

Army  and  Navy  Club,  17th 
and  I Sts. ,NW. 

3518  S St.  ,NW 

NA  8400 

Ret  ired 

NA  8400 

Humphries,  Otho  W. ,maj . ,Q.M.C • • » 

A.  W.  C 

NA  8772 

EM  5535 

Mrs.  Humphries. 

Mrs.  Jo~Ellen  Humphries. 

Retired 

103  Raymond  St . , Chevy 

WI  2938 

Mrs.  Hunt. 

Hunter,  George  B.  , col.,  Cav 

Mrs.  Hunter. 

A.  W.  C 

NA  8772 

Chase,  Md. 

Army  War  College 

NA  8772 

120775  0—39 1 
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Huntley,  Harold  W, ,col.,F.A 

A.  W.  C 

NA  8772 

Army  War  College 

NA  8772 

Mrs.  Huntley, 

Hutt,  William  C. ,capt. ,Q.M.C. . . . 

A.  W.  C 

NA  8772 

3725  Macomb  St.,NW 

WO  9053 

Mrs.  Hutt. 

Euyssoon,  John  W. ,capt. ,(C.A.C.) 
J.A.G.D. 

Georgetown  University  Law 
School. 

NA  7061 

7112  Clarendon  Road, 
Bethesda,  Md. 

WI  4536 

Mrs.  Huyssoon. 

Ingles,  Harry  C. , It. col. , (S.C. ) , 

Room  316,  Winder  Bldg 

Br.  1671 

3800  Fulton  St.,NW 

EM  8274 

G.S.C. 

Mrs.  Ingles. 

Miss  Martha  Ingles. 

Inwood,  Eugene  R. ,1  It. ,M.C 

Mrs.  Inwood. 

Army  Medical  School 

GE  1000 

410  Cedar  St.,NW 

GE  3995 

♦Ireland,  Merritte  W.  ,ma  j .gen . . . 

Retired 

1870  Wyoming  Ave.,NW 

DE  1880 

Mrs.  Ireland. 

Irvine,  Clarence  S. ,capt . ,A.C. . . 

Room  2512,  Munitions  Bldg. 

Br.  1758 

Westchester  Apartmaits. . . . 

EM  1479 

Mrs.  Irvine. 

Irwin,  Gordon  C.  ,maj.,S,C 

Room  2517,  Munitions  Bldg. 

Br.  1758 

4000  Cathedral  Ave. ,NW. ... 

EM  5796 

Mrs.  Irwin. 

Miss  Jean  Irwin. 

Jackson,  George  A. ,raaj ., Inf .... . 
Mrs,  Jackson, 

* Jackson , James  

Fort  Washington,  Md 

Retired- 

Alex. 

1245 

Fort  Washington,  Md 

Alex. 1245 

Jackson,  LangdonA.,  Jr., 2d  It., 
Inf. 

Fort  Washington,  Md 

Alex. 

1245 

Fort  Washington,  Md 

Alex. 1245 

Jackson,  Stonewall ,maj. , Inf .... . 
Mrs.  Jackson. 

Georgetown  University 

(MI  7000) 
(Br.  72) 

4447  Greenwich  Parkway ,NW. 

EM  8188 

* Jack  son,  Thomas  J- flcapt 

Ret  ired - ....... 

1825  New  Hampshire  Ave. ,NW. 
White  Hall , Bel  Alton,  Md. 

DE  4770 
LaPlata 
103-F-ll 

Jacobs,  Lynwood  B. , It. col., 
(maj. ) ,A.C. 

Room  1604,  Munitions  Bldg. 

Br.  2192 

Mrs.  Jacobs. 

Jacobson,  Simon,  maJ.,Q.M.C 

Room  2201,  Munitions  Bldg. 

Br.  1576 

1717  Upshur  St. ,NW 

CO  6785 

Mrs.  Jacobson. 

♦Jarvis,  Melville  S. , brig.  gen. . . 

Retired. 

1661  Crescent  Place,  NW. .. 

AD  9610 

Mrs,  Jarvis. 

Jaynes,  Lawrence  C. ,capt. ,Inf . . . 
Mrs.  Jaynes 

A.  W.  C 

NA  8772 

329  North  Oxford  St., 
Arlington,  Va. 

CH  5312 

Jenks,  Glen  F. , col. ,0.D 

Mrs.  Jenks. 

Room  3068,  Munitions  Bldg. 

Br.1546 

4813  Woodway  Lane,  Spring 
Valley,  D.  C. 

EM  3553 

Jervey,  William  W. ,capt. , S.C. .. . 

A.  W.  C 

NA  8772 

3614  34th  St. ,KW. , ........ 

EM  2230 

Mrs.  Jervey. 

The  Dresden,  2126  Con- 
necticut Ave. ,NW, 

♦jeunet,  E.  Alexis, col. 

Mrs.  Jeunet. 

Retired 

NO  3593 

Johnson,  Albert  W. ,capt . , (Cav. ) , 
J , 

Room  604,  Otis  Bldg.,  810 
18th  St. ,NW. 

Br.  2221 

4706  32d  St.,  North, 
Arlington,  Va. 

CH  0979 

Mrs.  Johnson. 

♦Johnson,  Elza  C.,lt.ool 

Mrs.  Johnson. 

Retired 

8 East  Lenox  St.  , Chevy 
Chase,  Mi. 

WI  3652 

Mrs.  Rita  A.  Nicholson. 

♦Johnson,  Jacob  C.  ,col 

Mrs.  Johnson. 

Retired 

6301  Delaware  St. , Chevy 

WI  5906 

Johnson,  James  H.  , It. col.  ,Q.M.C . 

Room  2018,  Mini ti  one  Bldg. 

Br.  1808 

2659  Connecticut  Ave.  ,NW. . 

CO  2375-W 

Johnson,  Janes  R. ,2d  lt.,F»A.... 
Johnson,  Thomas  J.  ,eol.  ,Q.M.C. . . 

CH  3000 

Fort  ftfyer,  Va 

CH  3000 

Room  2004,  Munitions  Bldg. 

Br.  1958 

3041  Sedgwick  St.,NW 

WO  5694 

Mrs.  Johnson. 

Miss  Anne  Johnson. 

Johnson,  William  T.,capt.  ,F.D... 
Mrs.  Johnson. 

Room  3004,  Munitions  Bldg. 

Br.  1254 

1315  20th  St.,  South 
Arlington,  Va. 

JA  2070-M 

Johnston,  Edward  S.  ,ns  j.  ,(Inf.) , 
G.S.C. 

Room  417,  Winder  Bldg 

Br.  1815 

The  Kennedy- Warren , 3133 
Connecticut  Ave.  ,NW. 

AD  3884 

Mrs.  Johnston. 

♦Johnston,  Frederick  E. ,col..... 

Retired 

Army  and  Navy  Club,  17th 
and  I Sts. ,NW. 

NA  8400 

Joiner,  Talley  D. ,maj. ,A.G.D. . . . 
Mrs.  Joiner. 

Room  1450,  Munitions  Bldg. 

(Br.  2081) 
(Br.  1739) 

3812  Garrison  St . ,NW 

EM  4237 

Jones,  Albert  B.,maj.,C.E 

Mrs.  Jones. 

Room  2849,  Munitions  Bldg. 

Br.  1800 

1730  North  Danville  St., 
Lyon  Village,  Va. 

CH  6882 
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Jones  Byron  q. ,col. , (It. col. ) , 
A.C. 

A.  W.  C 

NA  8772 

Army  War  College 

NA 

8772 

Mrs.  Jones. 

Jones,  Charles  H.  ,mej.,Inf 

University  of  Maryland, 

(GR  3800) 

Beachwood  Road,  College 

GR 

1406 

Mrs.  Jones. 

College  Park,  M. 

(Br.  63) 

Park,  l&ryland. 

Miss  Rose  I.  Jones. 

♦Jones,  Glenn  I., col 

Retired 

3700  Massachusetts  Ave.,NW. 

aj 

1615 

Mrs.  Jones. 

Jones,  Harold  W.  ,col.,M.C 

Army  Medical  Library 

Br.  1710 

7610  17th  St. ,KW 

RA 

3910 

Mrs.  Jones. 

Miss  Helen  Jones. 

Jones,  Herbert  M.  ,capt.  ,(F.A.) , 

Room  1521,  Munitions  Bldg. 

Br.  1453 

3169  20th  St.,  North, 

CH 

0186 

A«G#D« 

Arlington,  Va. 

Mrs.  Jones. 

Jones,  Junius  W. , It. col.  ,(A.C. ) , 

Room  1058,  Munitions  Bldg. 

Br.  1314 

4440  Q St. ,NW 

BI 

3716 

I.G.D. 

Mrs.  Jones. 

Mies  Beirne  Jones. 

Jones,  Lloyd  E. ,lt .col. ,F.A 

Room  H-327,  Bldg.  E,  6th 

Br.  1023 

2922  45th  St.  ,NW 

WO 

3788 

Mr 6.  Jones. 

St . and  Adams  Drive ,SW. 

Jones,  Roy  M. ,eol. ,A.C 

Room  2511,  Munitions  Bldg. 

Br.  1143 

5000  Moorland  Lane, 

WI 

3926 

Mrs,  Jones. 

Bethesda,  Md. 

Jones,  Thomas  C. ,capt.,V.C 

Amy  Veterinary  School.... 

GE  1000 

7019  Georgia  Ave.,NW 

GE 

4032 

Mrs.  Jones. 

Jordan,  James  B. ,maj. , (capt. ) , 

Room  2628,  Munitions  Bldg. 

Br.  1261 

3221  Cathedral  Ave.,NW.... 

EM 

1865 

A.C. 

Mrs.  Jordan . 

Miss  Elizabeth  Ann  Jordan. 

Mrs.  E.  G.  Callender. 

Jordan,  Richard  H. , brig. gen. , 

Room  2020  , Munit  ions  Bldg. 

Br.  1227 

3040  Dumbarton  Ave. ,NW.. .. 

MI 

2847 

Asst,  to  The  Q.M.G. 

Mrs.  Jordan. 

♦Joyes,  John  W.  ,col 

CO 

5875 

Mrs.  Joyes. 

Miss  Patricia  C.  Joyes. 

Judd,  John  H.  , capt . ,q.M.C. ..... . 

Fort  Washington,  Md 

Alezo 

Alft-r.  1 PAR 

Mrs.  Judd. 

1245 

Juster , Milton  A. ,capt . ,Med-Res. 

W.  R.  G.  H 

GE  1000 

6100  14th  St . ,NW 

RA 

5738 

Mrs.  Juster. 

Kiagy,  Edwin  S.  ,oapt.,M.C 

U.  S.  Soldiers’  Home,  D.C. 

AD  9104 

U.  S.  Soldiers'  Heme,  D.C. 

AD 

9104 

Mrs.  Kagy. 

Kalakuka,  The od ore, capt. , Q..M.C. 

W.  q.  M.  D. , Room  3,  24th 

Br.  1152 

3613  S St. ,NW 

WO 

3277 

Mrs.  Kalakuka. 

and  M Sts.  ,NW. 

Eauch,  Robert,  MaJ.,A.C 

Room  2631,  Munitions  Bldg. 

Br.  1570 

7118  Hampden  lane, 

WI 

5466-J 

Mrs.  Kauch. 

Bethesda,  Bid. 

t Jefferson  R- ,brig- gen- „ - 

2804  N St.  ,NW. 

DE 

0478 

Mrs.  Khan. 

er  t k-  R.t  brig -gen 

3607  Porter  St*tNWoo« 

WO 

4663 

Mrs.  Keefer. 

2930  Fcmhall  Road,  NW 

1M 

0492 

Mrs.  Keller. 

Kelley,  Donald  C. ,capt.,V.C 

Army  Veterinary  School.... 

GE  1000 

6921  Georgia  Ave.,NW 

Mrs.  Kelley. 

Kelley,  Robert  R.,capt.,M.C 

Army  Medical  School 

GE  1000 

5912  13  th  St . ,NW 

Mrs.  Kelley. 

Kellogg,  Crawford  McMann.maj. , 

Room  3516,  Munitions  Bldg. 

Br.  2260 

218  Elm  St. , Chevy  Chase, 

WI 

7175-J 

C.W.S. 

Md. 

Mrs.  Kellogg. 

3349  Runnymede  Place, NW... 

m 

3349 

Mrs.  Kelly. 

Kaiser,  Raymond  A. , It. col.  ,V.C.  . 

Room  1804,  Munitions  Bldg. 

Br.  2295 

17  Oxford  St. , Chevy 

WI 

6257 

Mrs.  Kelser. 

Chase,  Md. 

Kendrick,  Douglas  B. , Jr.  ,capt . , 

Arny  Medical  School 

GE  1000 

7926  West  Beach  Drive, NW.. 

GE 

4157 

M.C. 

Mrs.  Kendrick. 

♦Kennedy,  Bernard  R.  ,capt 

National  Archives  Bldg.... 

DI  0525 

2343  South  Meade  St. , 

JA 

1802 

Arlington,  Va. 

Kennedy,  Hnile  T.  ,maJ.,A.C 

Room  2535,  Munitions  Bldg. 

Br.  1758 

2929  34th  St. ,NW 

WO 

5850 

Mrs.  Kennedy. 
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Kenner,  Albert  W. , It. col.  ,MC. . . . 

Fort  Myer,  Va 

CH  3000 

CH  3000 
DE  6121 

Mrs,  Kenner. 

Kent,  Guy,  col. ,Cav 

Room  3018,  Munitions  Bldg. 

Br.  1894 

2101  Connecticut  Ave. ,NW. . 

Mrs.  Kent. 

Ker,  Howard,  eapt.,C.E. 

The  White  House.... 

(NA  1414) 

208  Florida  Ave.,  Beverly 

TE  3969 

Mrs.  Ker. 

*Kerr,  James  T. , brig. gen. ...... . 

Retired 

(Br.  126) 

Hills,  Alexandria,  Va. 
The  Westmoreland,  2122 
California  St.,NW. 

123  West  Woodbine  St . , 

NO  4134 
WI  7520 

Mrs.  Kerr. 

Kessler,  Alfred  A.,  Jr. ,capt. , 

Room  2632,  Munitions  Bldg. 

Br.  1130 

A.C. 

Mrs.  Kessler. 

Ketehum,  Walter  H.  ,1  It.  ,Med-Res. 

Mrs.  Ketehum.  , 

Kilburn,  Charles  S. ,maj. ,Cav. . . . 

W.  R*  Ge  He  • e e •••  e ••••••  e e 

1624  H St.  ,NW0 

GE  1000 
NA  4394 

Chevy  Chase,  Md. 

1309  Concord  Ave. ,NW 

3411  Newark  St. ,NW 

WO  1450 

Mrs.  Kilburn. 

Miss  Nancy  Kilburn. 

Kilner,  Walter  G. , brig. gen.  , Asst. 

Room  2052,  Munitions  Bldg, 

Br.  1165 

2145  C St.  ,NW 

NA  5848 

to  the  C.  of  the  A.C. 

Kimball,  Allen  R. , It. col.  ,Q,.M.C. 

Room  2038,  Munitions  Bldg. 

Br.  1256 

12  Bast  Leland  St. , Chevy 

WI  3900-J 

Mrs.  Kimball. 

Kimbrough,  James  C. , It. col.  ,M.C  . 
Mrs.  Kimbrough. 

Kind,  Henry  A.  ,capt.  ,M.C 

W.  Re  Ge  Heeeeeeeeeeee.ee. 

Anny  Medical  School 

GE  1000 
GE  1000 

Chase,  Md. 

1335  Hemlock  St.,NW 

807  Kennebec  Ave.,NW. , 

SH  2255 

Mrs.  Kind, 

King,  Archibald,  It. col., 

Room  703,  Otis  Bldg.,  810 

Br.  2224 

Takonsa  Park. 

1518  28th  St. ,NW 

DU  0859 

J.A.G.D. 

Mrs.  King. 

King,  Edward  P. , Jr. ,col. ,F.A. . 

18th  St. ,NW. 

Ae  We  Ceeeeeeeeeee«eeeeee» 

NA  8772 

Army  War  College 

NA  8772 

Mrs.  King. 

Mrs.  Gertrude  M.  Boone. 

Mrs.  John  H.  Lovett. 

J„  Crfl  1 P , nwl ......... 

4914  Glenbrook  Road  , NW. . . 
1750  Harvard  St. ,NW 

WO  6171 
CO  9195 
AD  9474 

Mrs,  King. 

*TC1ngf  Paul  ft.  jTraJ 

Retired 

Mrs.  King. 

Kingnan,  John  J. , brig. gen. , 

Room  2070,  Munitions  Bldg. 

Br.  2014 

3024  Cortland  Place  ,NW. . . . 

Asst,  to  the  C.  of  E. 

Mrs.  Kingman . 

Miss  Jean  Kingman. 
Koerbel , Frederick  H.  ,ne  J . , 

Room  2201,  Munitions  Bldg. 

Br.  1576 

Marlyn  Apartments,  39th 

EM  3514 

ft.M.C. 

Mrs.  Koerbel. 

Kresge,  Miles  W.  ,ma  j . ,0.D. 

Room  3743,  Munitions  Bldg. 

Br.  1155 

St.  and  Cathedral  Ave., 
NW. 

3530  Van  Ness  St. ,NVf 

EM  7830 

Mrs.  Kresge. 

*Kromer,  Leon  B.  ,maj. gen  ......  .. 

Retired 

Army  and  Navy  Club , 17th 
and  I Sts.,NW. 

800  16th  St. ,NW 

NA  8400 

Miss  Jane  Kromer. 

Euegle,  Albert  S. , It  .col.  ,(Inf . ) 

Room  1714,  Munitions  Bldg. 

Br.  1776 

ME  2260 

I.G.D. 

* Trump** . George  E.  teol. .........  T 

Retired . 

1726  M St. ,NW 

DI  8781 

Mrs.  Kumpe. 

Kurtz,  Guy  0.,®aJ.,F.A 

Ae  We  Ceeeeeeeeeeeee.ee.ee 

NA  8772 

3053  Porter  St.,NW 

WO  3925 

Mrs.  Kurtz. 

Khske,  Albert  W.  ,1  lt.,M.C 

GE  1000 

7423  12th  St. ,NW. 

RA  5957 

2032  Allen  Place  ,Ni» 

CO  5907-W 

Mrs.  Kutz. 

Kutz,  Harry  R. , It. col. ,0.D 

Room  2534,  Munitions  Bldg. 

Br.  1758 

Jefferson  Apartments,  16th 

DI  4704 

*LaGarde,  Richard  D. ,beJ 

Room  2037,  Munitions  Bldg. 

Br.  1151 

and  M Sts. ,NW. 
Tuckerman  Lane,  R.F.D. , 

Rockville 

Mrs.  LaGarde. 

Miss  Lilia  LaGarde. 

Lamb,  George  E. ,capt . ,Q.M.C 

Room  2149,  Munitions  Bldg. 

Br.  1091 

No. 2, near  Rockville ,Md. 
The  Broadmoor,  3601 

397-W 
WO  6900 

Mrs.  Lamb. 

Land  on , Charles  R.  ,capt . ,A.  G.D. . 

Room  260,  Dept,  of  State 

Br.  2254 

Connecticut  Ave. ,NW. 

5814  Broad  Branch  Road.NW. 

EM  4953 

Mrs.  Landon. 

Mrs.  R.  E.  Shufflebarger. 
Earned , William  E. , It. col. ,0.D. . 

Room  3806,  Munitions  Bldg. 

Br.  1060 

3703  34th  St. ,NW 

EM  3142 

Mrs a Larned. 

^ Let  robe  t ORrmin  r>  ol . . . . ......... 

Retired 

6308  Connecticut  Ave. , 

WI  7359 

Mrs.  Latrobe. 

Chevy  Chase,  Md. 
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Laughlin,  Robert  V. ,maj., 
J.A.G.D. 

Mrs.  Laughlin. 

Lawlor,  John  D.,1  It., Inf... 


Lawrence,  Renn.maj. ,Cav 

Mrs.  Lawrence. 

Lawton,  William  H.  ,capt . ,M.C 
Mrs.  Lawton. 

♦Leasure,  Shelby  C., It. col.. 

Mrs.  Leasure. 

Miss  Marie  D.  Leasure. 

Lee,  Carnes,  naj.,  Inf 

Mrs.  Lee. 

*Lee,  Harry  R.,ool 

Mrs.  Lee. 

Lee,  William  F. , It. col. , Inf . 

Mrs.  Lee. 

Leland,  Louis  3. ,1  lt.,M.C.. 
Lenzner,  Delmer  S. , It. col. , 
C.A.C. 

Mrs.  Lenzner. 

Lerch,  Archer  L.  ,raaj.  ,J.A.G.D. . . 
Mrs.  Lerch . 

Miss  Janet  M.  Lerch. 

Levy,  Richard  M. , It. col. ,A.G.D. . 
Mrs.  Levy. 

Lewis,  Burton  0. , It. col. ,0.D.. . . 
Mrs.  Lewis. 

Miss  Nancy  Lewis. 

Lewis,  Henry  B. ,lt. col. ,A.G.D. . . 
Mrs.  Lewis . 

Miss  Frances  H.  Lewis. 

Lewis,  John  E. , It. col. ,F.A 

Mrs.  Lewis . 

Mrs.  G.  L.  Byram. 

Lewis,  John  T. ,maj . ,C.A.C. ...... 

Mrs.  Lewis. 

Lewis,  Joseph  H.  ,col.  ,(F.A.  ,N.G., 
U.S.) ,N.G.B. 

Mrs.  Lewis . 

Miss  Dorothy  Harrett  Lewis.. 
Lie  be  r,  Albert  C.  ,Jr.  ,ma  j.  ,C.E.. 
Mrs.  Lieber. 

Light cap,  George  E. ,capt.,  Inf.. 

Lincoln,  Rush  B.  ,col.  ,A.C 

Mrs.  Lincoln. 

Miss  Virginia  Lincoln. 

♦Linden  stnith,  Julius,  maj 

Mrs.  Lindenstruth. 

♦Lindsey,  Julian  R. , brig. gen. .. . 

Lingle,  David  G. ,ma J . ,(capt. ) , 
A.C. 

Mrs.  Lingle. 

Livesay , William  G. , It. col. ,Inf. 
Mrs.  Livesay. 

Llewellyn,  Fred  W. , It. col., 

J .A.G.D. 

Mrs.  Llewellyn. 

Mrs.  Shrewsbury. 

♦Locke,  Morris  S.  ,col 

Mrs.  Locke. 

Lockwood,  Benjamin  C.,Jr. ,lt. 
col.  ,Inf . 

Mrs.  Lockwood. 

♦Lockwood,  John  A., col 

Logan,  Paul  P. ,maj . ,Q.M.C 

Mrs.  Logan. 

Miss  Jane  Logan. 

Miss  Margaret  Logan. 

Longino,  James  C. ,maj . ,Q.M.C. . . . 
Mrs.  Longino. 


Office  address  and  telephone 


Residence  and  telephone 


Room  408,  Otis  Bldg.,  810 

Br.  2126 

707  Dorset  Ave . , Kenwood , 

.VI 

6115 

18th  St. ,NW. 

Chevy  Chase,  Md. 

Fort  Washington,  Mi 

Alex# 

Alex 

.1245 

1245 

Fort  Myer,  Va 

CH  3000 

2151  California  3t.,NW. ... 

PO 

0290 

Bolling  Field,  D.  C 

AT  8080 

Bolling  Field,  D.  C ... 

AT 

8080 

Retired...., ...... ........ 

BE 

6201 

Fairfax  Hotel 

PO 

4480 

Room  223,  Dept,  of  State 

(Br.  1179) 

Fort  Myer,  Va 

CH 

3000 

Bldg. 

(Br.  2077) 

Retired 

1661  Crescent  Place, NW.... 

AD 

9610 

Fort  Washington , Md ...... . 

Alex. 

Fort  Washington  P I'M 

Alex 

.1245 

1245 

Army  Medical  School 

GE  1000 

7427  12th  St.  ,NVf 

RA 

4268 

National  Guard  Armory,  6th 

ME  5519 

2301  Connecticut  Ave.,NW. . 

PO 

4291 

St.  and  Pennsylvania 

Ave.  ,NW. 

Room  607,  Otis  Bldg.,  810 

Br.  1630 

202  Braddock  st . , 

Alex 

18th  St. , NW. 

Alexandria,  Va. 

2185-M 

Room  258,  Dept,  of  State 

Br.  1691 

3340  Runnymede  Place, NW. .. 

WO 

6376 

Bldg. 

A.  W.  C 

NA  8772 

3214  ELingle  Road,  NW..... 

WO 

2623 

Room  254,  Dept,  of  State 

Br.  1300 

The  Kennedy- Warren,  3133 

CO 

7939 

Bldg. 

Connecticut  Ave. ,NW. 

Room  2545,  Munitions  Bldg. 

Br.  1168 

1608  44th  3t.,HW 

EM 

4965 

Room  3216,  Munitions  Bldg. 

Br.  2188 

3424  Garrison  St.,NW 

EM 

5180 

Room  2022,  Munitions  Bldg. 

Br.  2219 

211  Shepherd  St . , Chevy 

WI 

7102 

Chase,  Md. 

Br«  1731 

4427  Volta  Place, 

WO 

1015 

Ae  We  Ceeeeeeeeeeeeeeeeeee 

NA  8772 

Army  War  College 

NA 

8772 

Room  2048,  Munitions  Bldg. 

Br.  2145 

3106  Hawthorne  St.,NW 

WO 

7135 

Retired 

6817  Georgia  Ave.,NW 

Retired 

Anny  and  Navy  Club , 17th 

NA. 

8400 

and  I Sts. ,NW» 

Room  2634,  Munitions  Bldg. 

Br.  1265 

Westchester  Apartments, 

EM 

0280 

4000  Cathedral  Ave. ,NW. 

Room  3025,  Munitions  Bldg. 

Br.  1875 

4416  Lowell  St • ,NW* •••••••• 

EM 

8605 

Room  409,  Otis  Bldg.,  810 

Br.  1067 

208  McKinley  St., 

Bradley 

18th  St. ,NW. 

Bethesda,  Md. 

148- J 

1761  R St. ,NW 

NO 

6738 

A.  W.  

NA  8772 

Army  War  College 

NA 

8772 

Retired 

Army  and  Navy  Club,  17th 

NA 

8400 

and  I Sts. ,NW. 

Room  2535,  Munitions  Bldg. 

Br.  1758 

3909  McKinley  St.,  NW 

WO 

3398 

Room  2534,  Munitions  Bldg. 

Br.  1758 

2401  Calvert  St.,NW 

CO 

4741 
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Loomis,  Harold  F. , It. col. ,C.A.C. 

A»  W«  C • • • • • •••••••••••••• 

NA  8772 

2301  Connecticut  Ave.,NW.. 

DU 

6766 

Mrs.  Loomis. 

Losey,  Robert  M.  ,1  lt.,A.C 

Room  2625,  Munitions  Bldg. 

Br.  1422 

2434  North  Potomao  St., 

CH 

0829 

Mrs.  Losey. 

Arlington,  Va. 

Loughry,  Howard  E. ,col. , (C.A.C. ) 

Room  436,  Dept. .of  State 

Br.  1010 

3610  Idaho  Ave. ,NW 

WO 

3892 

G.S.C. 

Bldg. 

Mrs.  Loughry. 

Miss  Madeleine  Loughry. 

Love,  Albert  G. ,col. ,M.C 

Room  1069,  Munitions  Bldg. 

Br.  2137 

2709  Wisconsin  Avenue ,NW. . 

EM 

7477 

Mrs.  Love. 

Lovett,  Ralph  B. ,maj . ,A.G.D 

Room  1044,  Mini ti  one  Bldg. 

Br.  1109 

1623  Lanier  Place, NW 

CO 

9175 

Mrs.  Lovett. 

Lowrey,  Austin,  Jr. ,oapt. ,M.C. .. 

Roam  1148,  Munitions  Bldg. 

Br.  1458 

220  Chestnut  Ave.,  Takcma 

SH  3640-M 

Mrs.  Lowrey. 

Park,  Md. 

Lowry,  Earl  C.,1  It.  ,M.C 

A-mty  leal  Srthool. 

GE  1000 

GE 

8149 

Mrs.  Lowry. 

Lowry,  Robert  H. , It. col. ,M.C*. . . 

Room  1128,  Munitions  Bldg. 

Br.  1408 

3500  14th  St.,NW 

CO 

3600 

Mrs.  Lowry. 

Luebbennann , Henri  A.  ,capt.  ,Cav. 

Fort  Myer,  Fa............. 

CH  3000 

CH 

3000 

Mrs.  Luebbennann. 

Luplow,  Walter  D. ,raaj . , (C.E. ) , 

A*  W*  Ceeeeeeeeee •#•••#•#• 

NA  8772 

3411  Quebec  St . ,NW 

EM 

4684 

G.S.C. 

Mrs.  Luplow. 

Lutes,  LeRoy,maJ. , (C.A.C. ) , 

Room  2028,  Munitions  Bldg. 

Br.  2214 

3817  Calvert  St.,NW 

WO 

6929 

N.G.B. 

Mrs.  Lutes. 

'Lyman,  James  Henry,  1 It....... 

Retired * 

5912  13th  St. ,NW 

RA 

2524 

Mrs.  Lyman. 

*Lynch,  Buford  A. ,1  It.......... 

Retired 

Willard  Hotel 

NA 

4420 

Mrs.  Blanche  Lynch. 

*Lynch,  Francis  H. ,1  It......... 

Retired*  * * * 

Willard  Hotel 

NA 

4420 

Mrs.  B.  A.  Lynch. 

Lynch,  George  A. .maj.gen.,  C. 

Room  3028,  Munitions  Bldg. 

Br.  1887 

The  Wyoming,  2022  Columbia 

NO 

8417 

of  Inf. 

Road,  NW. 

Mrs.  Lynch. 

Lynn,  Doss  Owen.l  It. ,Med-Res... 

W*  Re  Ge  He  e e e e e • e e e • e e e • e 

GE  1000 

6817  Georgia  Ave.,NW 

GE 

7225 

Mrs.  Lynn. 

*Lyster,  William  J.  Le.  H.  ,col.. 

Retired 

2029  Connecticut  Ave.  ,NW... 

NO 

6805 

Mrs.  Lyster. 

MacKelvie,  Jay  W.  ,maJ.,F.A 

Room  3201,  Munitions  Bldg. 

Br.  1859 

3810  4th  St.,  North, 

CH 

2973 

Mrs.  MacEelvie. 

Arlington,  Va. 

Martin  a : Rnhb  S.  9 ion  j - , Ttyf  » * » , , . , , 

A W C 

NA  8772 

Army  War  College • 

NA 

8772 

Mrs.  MacEie. 

MacMorland,  Edward  E., It. col.. 

Room  2509,  Munitions  Bldg. 

Br.  1452 

102  Rucker  Place,  Alexand- 

TE 

4697 

O.D. 

rla,  Va. 

Mrs.  MacMorland . 

Maertens,  Kameil,  cap t . , Inf.... 

A.  W.  C 

NA  8772 

Woodley  Park  Tower,  2737 

AD 

9846 

Mrs.  Maertens. 

Devonshire  Place, NW. 

Mage 6 y ame s C ® s c ol • |M»C«  • » • • • • • 

We  Re  Ge  H.eeeeeee*ee..e*e 

GE  1000 

6924  15th  St. ,NW 

GE 

1000 

Mrs.  Magee. 

Maglin,  William  H.  ,cej>t.  , Inf... 

University  of  Maryland, 

Berwyn80 

444  College  Ave.,  College 

Berwyn348 

Mrs.  Maglin. 

College  Park,  Md. 

Park,  Md. 

Magiuder,  Carter  B. ,capt. ,F. A.. . 

A#  We  Ce««*eee*eeee*eeeee* 

NA  8772 

2609  North  3rd  St. , 

Oxford 

Mrs.  Magiuder. 

Arlington,  Va. 

1467 

Br.  1628 

2608  36th  Place,  NW 

WO 

2613 

Mrs.  Magruder. 

Maguire,  Hamilton  E. , It. col.. 

Room  500,  Winder  Bldg 

Br.  1005 

3519  Rodman  3t.,NW 

EM 

6832 

(F.A.) .G.S.C. 

Mrs.  Maguire. 

Mahoney,  Thomas  E. ,maj. ,Q.M.C. . . 

Room  2146,  Munitions  Bldg. 

Br.  1877 

5532  30th  Place,  NW 

EM 

7698 

Mrs.  Mahoney. 

Malin,  Howard  A.  ,capt.  ,Inf 

Ae  tfe  Ceeeeeeeeeweeeeaee* 

NA  8772 

330  North  Oakland  St., 

Mrs.  Malin. 

Arlington,  Va. 

Mrs.  George  Newlove. 

Malony,  Harry  J. , It. col. ,F.A. .. . 

A*  We  Oeeeeeeeeeeeeeeeee* 

NA  8772 

Amy  War  College 

NA 

8772 

Mrs.  Malony. 

Miss  Anne  Thurman. 
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Name,  rank,  arm  or  service 

Office  address  and  telephone 

Residence  and  telephone 

Manees,  James  R.  ,capt. , (Inf . ) , 
N.O.B. 

Mrs.  Manees. 

♦March,  Peyton  C. , gen. ......... . 

Mrs.  March. 

Room  2416,  Munitions  Bldg. 
Retired 

Br.  1070 

3926  Benton  St.  ,NVf 

2312  California  St . ,NW. . . . 

m 9180 
DE  2516 

Marriner,  Alfred  W. ,raa J . ,A.C.. .. 
Mrs.  Marriner. 

Mrs.  Katherine  Hull. 

Room  2535,  Munitions  Bldg. 

Br.  1758 

Westchester  Apartments, 
4000  Cathedral  Ave. ,NW. 

EM  0858 

Marshall,  Geoff rey , maj.  ,C.W.S. . . 
Mrs.  Marshall. 

Room  3050,  Munitions  Bldg. 

Br.  1223 

3225  Military  Road,  NW.... 

WO  8465 

Marshall,  George  C. , brig. gen. , 
Deputy  Chief  of  Staff. 

Mrs.  Marshall. 

Miss  Molly  Pender  Brown. 

Room  219,  Dept,  of  State 
Bldg. 

Br.  1147 

2118  Wyoming  Ave.,NW 

DE  2856 

Marshall,  James  C. ,capt. ,C.E.... 
Mrs.  Marshall. 

Miss  Beryl  Marshall. 

Room  2808,  Munitions  Bldg. 

Br.  2080 

20  Glen  Drive,  Belle  Haven, 
Alexandria,  Va. 

Alex. 

1780-M 

Marshall,  Richard  J., It. col., 
Q.M.C. 

Mrs.  Marshall. 

Miss  Harrietts  N.  Marshall. 
Miss  Dorothy  Lumnua . 

Marston,  Morrill  W.  ,maj  .,Inf.... 
Mrs.  Marston. 

Room  2303,  Munit  ions  Bldg. 

A#  W*  Gt  «•«•••••  « eeeeee.ee 

Br.  1051 
NA  8772 

2328  19th  St.,NW 

2301  Connecticut  Ave.,NW. . 

PO  1297 

Martens  tain,  Austin  W.  ,maj  . , 
(eapt  .),A.  C. 

Mrs.  Martensteln. 

♦Marthinson,  Detlow  M.  ,1  It 

Mrs.  Marthinson. 

Room  2613,  Munitions  Bldg. 
Retired 

Br.  1024 

5524  Broad  Branch  Road.NW. 
1240  19th  St. ,NW. 

EM  4082 
ME  2873 

Martin,  Charles  F. , col. ,(Cav. ) , 
I.G.D. 

Mrs.  Martin. 

Room  1062,  Munitions  Bldg. 

Br.  2182 

St.  Nicholas,  2230  Cali- 
fornia St.  ,NW. 

DE  6035 

Martin,  Louis  LeR. ,ma j.,Cay..... 
Mrs.  Martin. 

Miss  Nancy  Martin. 

Room  2525,  Munitions  Bldg. 

Br.  1758 

921  North  Garfield  St., 
Arlington,  Va. 

CH  2546 

Martin,  Thomas  L. , It. col.  ,Inf ... 
Mrs.  Martin. 

Ao  W.  Ce.eee  eeeeeeee  ...... 

NA  8772 

3626  Norton  Place,  NW 

EM  0812 

Marvin,  Horace  P.  ,maJ.,M.C 

Mrs.  Marvin. 

W.  R.  G.  Ho...  ............ 

GE  1000 

1218  Fern  St . ,NW 

GE  1000 

Mason,  Richard  P.,1  It . ,M.G 

Mrs.  Mason. 

Amy  Medical  School 

GE  1000 

6000  13th  St.  ,NW. ......... 

GE  2713 

Matchett,  Henry  J.  ,maj  . ,Inf . .. .. 
Mrs.  Matchett. 

Miss  Madelalne  Matchett. 

Room  3025,  Munitions  Bldg. 

Br.  1875 

3901  Connecticut  Ave. ,NW. . 

EM  0087 

Matheson,  John  R.  D. ,col. ,(C.E.) 
G.S • C . 

Mrs.  Matheson. 

Room  308,  Winder  Bldg..... 

Br.  1281 

4453  Volta  Place,  NW...... 

WO  7332 

Mfttt | George  tl  ltt |M*C« •»•••• 
Mrs,  Matt. 

Army  Medical  School 

GE  1000 

7128  9th  St . ,NW 

GE  4104 

Mauborgne,  Joseph  0., maj .gen., 
C.  Slg.  0. 

Mrs.  Mauborgne. 

Room  3036,  Munitions  Bldg. 

Br.  1104 

3901  Connecticut  Ave. ,NW. . 

EM  3353 

Maxwell,  Russell  L. ,lt.col. ,0.D. 
Mrs.  Maxwell. 

Room  244,  Dept,  of  State 
Bldg. 

Br.  1013 

Vienna,  Va 

Vienna  58 

Mayo,  George,  lt.ool.,C.E 

Mrs . Mayo. 

Room  2709,  Munit  ions  Bldg. 

Br.  2024 

50  Woodmont  Rd. , Belle 
Haven  .Alexandria,  Va. 

TE  421 2- J 

♦McAdams , John  P. ,col 

Mrs.  McAdams. 

Mrs.  Howard  H.  Ruppart. 

Retired 

2835  29th  St.,NW. 

AD  0413 

Br.  1872 

Argonne  Apartments 

CO  7651-W 

532  23d  St.,NW 

WE  1520-J 

McAllister,  Hugh  Alexander, 1 It., 
Med-Res. 

Mrs.  McAllister. 

W.  R.  G.  H. . ............. . 

GE  1000 

6817  Georgia  Ave. ,NW 

GE  1358 

Me Alpine , Harrison, It. col. , Inf.. 
Mrs.  McAlplne. 

Room  H-339,  Bldg.  E,  6th 
St.  and  Adans  Drive.SW. 

Br.  1023 

4700  Connecticut  Ave. ,NW. . 

WO  0845 

McBlaln,  John  F. ,capt.,A.C 

Mrs.  McBlaln. 

Room  2621,  Munitions  Bldg. 

Br.  1191 

4604  Nottingham  Drive, 
Chevy  Chase,  Md. 

WI  7376 
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Name,  rank,  am  or  service 

Office  address  and  telephone 

Residence  and  telephone 

McBride,  Allan  C. ,col. ,F.A, . . „ , , 
Mrs,  McBride. 

Miss  Avis  H. , McBride. 

Room  3205,  Munitions  Bldg. 

Br.  1099 

3401  Porter  St.,NW 

M 8630 

McBride,  Robert  B. , Jr., It. col., 
F.A. 

Mrs.  McBride. 

Miss  Betty  Ellen  McBride. 

Room  H-347,  Bldg,  E,  6th 
St.  and  Adams  Drive , SW. 

Br.  1290 

The  Kennedy-Warren,  3133 
Connecticut  Ave.,NW. 

AD  6320 

McCabe,  E.  R.  Warner,  col., 
(F.A.) .G.S.C.,  Asst.  C.  of  S. 
Mrs.  McCabe. 

Room  402,  Winder  Bldg 

Br.  1668 

3525  Edmunds  St.,  NW 

EM  2400 

McCabe,  Robert  C.,2d  It., F.A. ... 

*McCain,  Henry  P., maj.gan 

Mrs.  McCain. 

Mrs.  Emery  T.  Smit'h. 

Fort  My®!1 , Va. „ 
Retired 

CH  3000 

Fort  Myer,  Va 

2019  Kalorama  Road,  NW. ... 

CH  3000 
?0  5656 

McCarthy,  T.  Donald,  1 lt.,M.C.. 
Mrs.  McCarthy. 

Army  Medical  School....... 

GE  1000 

7821  Eastern  Ave . ,NW 

SH  457 5-M 

McCartney,  John  F. ,1  lt.,(C.E. ) , 
J .A. G.D. 

Mrs.  McCartney. 

Georgetown  University  Law 
School. 

NA  7061 

2031  Huidekoper  Plaoe,NW. . 

WO  3189 

*McCathran,  Walla ch  A., It. col... 
Mrs.  McCathran. 

Retired 

1613  Harvard  St.,NW 

AD  6942 

McClelland,  Charles  B. , Jr., 
1 It.  Cav. 

Mrs « McClelland, 

Fort  Myer , Va 

CH  3000 

Fart  Myer,  Va 

CH  3000 

McClelland,  Harold  M. , It, col. , 
(A.C.) .G.S.C. 

Mrs.  McClelland. 

Room  319,  Winder  Bldg 

Br.  1045 

Marlyn  Apartments, 

Cathedral  Avenue  at  39th 
St.,NW. 

WO  7255 

*MeClintock , John,  It. col 

Ret  ired  ....... 

3318  Rowland  Place,  NW. ... 
Wardman  Park  Hotel 

CO  4044 
CO  2000 

*MbClure,  Nathaniel  F. , brig. gen. 
Mrs.  McClure. 

Retired 

McClure,  Robert  A. ,maj., Inf... .. 
Mrs.  McClure. 

Ao  Wa  »•  • •»*•« 

NA  8772 

Army  War  College 

NA  8772 

McClure , Robert  B. , oapt . , Inf .... 
Mrs.  McClure. 

Mrs.  George  E.  Colby. 

A.  W.  C 

NA  8772 

1904  North  Harvard  St., 
Arlington,  Va. 

CH  0449 

MeCoach,  David,  Jr. , It. col. ,C.B. 
Mrs.  MeCoach. 

Room  518,  District  Bldg... 

(NA  6000) 
(Br.  105) 

Wardman  Park  Hotel 

CO  2000 

McCormick,  John  J., It. col. ,M.C.. 
Mrs.  McCormick. 

Georgetown  University 

(MI  7000) 
(Br.  72) 

1412  Geranium  St.,NW 

GE  4876 

McCoy,  Jerald  W. ,1  It., A.C 

Mrs.  McCoy. 

Bolling  Fi«iLd,  D.  C 

AT  8080 

Bolling  Field,  D.  C 

AT  8080 

McCroskey,  Samuel  L.  ,maj  . ,C.A.C. 
Mrs.  McCroskey. 

Miss  Betty  McCroskey. 

Room  3216,  Munitions  Bldg. 

Br.  2188 

2737  Devonshire  Place, NW.. 

CO  9093 

McCullough,  Earl  T.  ,capt.  ,Q.M.C. 
Mrs.  McCullough. 

Any  Medical  Center 

GE  1000 

7125  7th  St. ,NW 

GE  1536 

McDaniel,  Arthur  B. , It. col.  ,A.C. 
Mrs.  McDaniel. 

A*  W#  C • • • • • • ••••••  ••••••• 

NA  6772 

Marlyn  Apartments,  39th 
St.  and  Cathedral  Ave., 
NW. 

1901  19th  St . ,NW 

EM  5108 

♦McDarmsnt , Corley  P. ,oapt 

Mrs.  MeDarment. 

Retired 

DU  4586 

4514  Connect  lout  Ave.  „NW.  . 

EM  7134 

MeFadyen,  Bernice  M.  ,capt . ,Inf . . 
Mrs.  MeFadyen. 

A*  W«  Ceeeeeeeeeeeeeeeeaee 

NA  8772 

5213  13th  St.,NW 

GE  4713 

McFarland,  Earl,  brig. gen., 
Asst,  to  the  C.  of  0. 

Mrs.  McFarland. 

Room  3804,  Munitions  Bldg. 

Br.  1060 

3911  Livingston  St. ,NW.. . . 

WO  8369 

*MeGlachlin,  Edward  F. , Jr. , 
maj.gan. 

Mrs.  McGlaehlin. 

Retired 

The  Westmoreland,  2122 
California  St.,NW. 

NO  4134 

McGraw,  John  R. ,1  lt.,M.C 

Mrs.  McGraw. 

Army  Medical  School 

GE  1000 

807  Kennebec  Ave.,  Taken® 
Paris:,  m. 

SH  2255 

* McGuire , Hunter ,capt 

Mrs.  McGuire. 

Miss  Ethel  McGuire. 

Retired. 

2020  28th  St • »••»«•••• 

CO  4109 

Melnerney,  James  E. ,capt. ,0.D. . . 
Mrs.  Melnerney. 

Room  3705,  l&mitiona  Bldg. 

Br.  1217 

3513  Ordway  St.,HW 

WO  8546 

McIntyre , James  D.  ,bb  J . ,0  J) 

Mrs.  McIntyre. 

Miss  Martha  McIntyre. 

Room  246j,  Dept,  of  State 

Br.  1848 

2222  Q St., NW... .......... 

PO  6305 
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Name,  rank,  arm  or  service 


*MeIver,  George  W. , brig. gen 

Mrs.  Mclver . 

Miss  Cora  Louise  Mclver. 

*McKenney,  Henry  J.  ,col 

McKie,  Alva  B. , It. col.  ,M.C 

Mrs.  McKie. 

McKinley,  Edward  B. ,maj . ,Q.M.C. . 
McKinnon,  Morton  H. ,maj. ,(capt.) 

A.C. 

McLarren,  Edmund  W.  ,maj.  ,F.D.... 
Mrs.  McLarren. 

McLean,  David  S. ,capt. .J.A.G.D. . 
Mrs.  McLean. 

* Me  Mas  ter,  Richard  H.  ,col. . . . . 
Mrs.  McMaster. 

Miss  Barbara  McMaster. 
McMaster,  Richard  K. ,oapt. ,F.A.. 

*McNamee,  Michael  M.  ,col 

Mrs.  McNamee. 

McNeese.  Oswald  W. ,col. , (Inf . , 
N.G.,U.S.),N.G.B. 

Mrs.  McNeese. 

Miss  Marie  Garland  McNeese. 
McNeil,  Edwin  C. , col., J.A.G.D... 
Mrs.  McNeil. 

McNeills,  Russell,  capt . ,V. C. . . . 
Mrs.  McNeills. 

MeNinch,  Joseph  Hamilton,  capt., 
M.C. 

Mrs.  McNinch . 

McPike,  George  V. ,maj.,A.C 

Mrs.  McPike. 

McShane,  Patrick  I. ,1  It., M.C... 
Mrs.  McShane. 

McSherry,  Frank  J.  ,maj.  ,(C.A.C.) 
G.S.C. 

Mrs.  McSherry. 

Meade,  Frank  C.,capt.,S.C 

Mrs.  Meade. 

Mrs.  F.  H.  Page. 

Meade,  John,  capt.,F.A 

Mrs.  Meade. 

Mehaffey,  Joseph  C. ,lt .col. ,C.E. 

Meister,  William  B.  ,col.  ,M.C.. .. 
Mrs.  Meister. 

^Merchant,  Berkeley  T.  ,col 

Mrs.  Merchant. 

Mesick,  Benjemin  S.  ,capt.  ,0.D.. . 
Mrs.  Mesick. 

Messner,  Jack  Menefee,  1 It., 
Dent -Rea. 

Mrs.  Messner. 

Metcalfe,  Raymond  F. .brig. gen. , 
Asst,  to  the  S.  G. 

Mrs.  Metcalfe. 

Meyer,  Vincent,  It  .col. , (F.A. ) , 
G.S.C. 

Mrs.  Meyer. 

Miokelsen , Stanley  R.  ,maj  . , 
(C.A.C.), G.S.C. 

Mrs.  Mickelsen. 

Miss  Ruth  B.  Mickelsen. 
Mlekelwalt , Claude  B. ,maj . , 

J . A . G «D. 

Mrs.  Mickelwait. 

Miles,  Francis  H. , Jr., It. col., 
O.D. 

Mrs.  Miles. 


Office  address  and  telephone 


Retired. 


Retired 

W.  R.  G.  H 

A.  W.  C 

A.  W.  C 

Room  3116,  Munitions  Bldg. 

Room  308,  Otis  Bldg.,  810 
18th  St.  ,NW. 

Retired 

Fort  Myer,  Va 

Retired 

Room  2022,  Munitions  Bldg. 


Room  400,  Otis  Bldg.,  810 
18th  St.,  NW. 

Army  Veterinary  School.... 
Army  Medical  School.. 

Room  2543,  Munitions  Bldg. 

Arny  Medical  School 

Room  302,  Winder  Bldg 

Room  3413,  Munitions  Bldg. 

Fort  Myer,  Va 

A.  W.  C«« ........ ......... 

Room  1139,  Munitions  Bldg. 

Retired 

Room  2522,  Munitions  Bldg. 
W.  R.  G.  H. . ....... ....... 

W.  R.  G.  H 


Room  314,  Winder  Bldg. 


Room  593 , Dept . of  State 
Bldg. 


Room  407,  Otis  Bldg.,  810 
18th  St.  ,NW. 

Room  2543,  Munitions  Bldg. 


GE  1000 

NA  8772 
NA  8772 

Br.  2340 

Br.  1166 


CH  3000 
Br.  2219 

Br.  1094 
GE  1000 
GE  1000 

Br.  1548 
GE  1000 
Br.  1634 

Br.  2249 

CH  3000 
NA  8772 
Br.  1426 

Br.  1758 
GE  1000 

GE  1000 

Br.  2241 

Br.  1555 

Br.  a 26 
Br.  1548 


Residence  and  telephone 


The  Cordova,  20th  St.  and 
Florida  Ave. ,NW. 


3315  14th  St. ,NE. 
7528  12th  St. ,NW. 


2022  Columbia  Road , NW. . . . 
2407  15th  St.,  NW 


2903  N St. ,NW. , 
The  Broadmoor.. 


2114  King  St.,  Alexandria, 
Va. 


Fort  Myer,  Va.... 
Burlington  Hotel. 


2700  Q St. ,NW... 


2728  34th  St.  ,NW 

861  Van  Buren  St.,NW 

7611  Georgia  Ave. ,NW 

4439  Greenwich  Parkway ,NW. . 

201  Willow  Ave.,  Takocm 
Park,  Md. 

3232  Garfield  St.,NW 


108  Baltimore- Washington 
Blvd.,  Calveht  Hills, 
College  Park , Mi. 

Fort  Myer,  Va 


Army  and  Navy  Club,  17th 
and  I Sts.  ,NW. 

The  Kennedy-Warren , 3133 
Connecticut  Ave . ,NW. 

P.  0.  Box  297,  Kensington, 
Md. 

4426  Reservoir  Road,  NW. . . 


4105  Wisconsin  Ave. MW. 


Army  Medical  Center. 


1539  44th  St. ,NW. 


4435  38th  St. ,NW. 


3204  38th  St.  ,NW. 


3428  Quebec  St.,NW. 


NO  1806 


DE 

RA 

DE 

AD 

DU 

WO 

TE 


CH 

DI 


4128-J 

3180 

1704 

7470 

8811 

6900 

4696 


3000 

8822 


NO  10421 

EM  3137 
RA  1537 
RA  3249 

SO  8113 
3H  5026-J 
EM  7377 

GR  0934 

CH  3000 
NA  8400 
AD  4781 
Kens . 255 
EM  7084 
WO  6500 

GE  1000 

WO  6876 

EM  8868 

EM  7508 
EM  9022 
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Name,  rank,  arm  or  service 


♦Miller,  Alexander  Macomb,  Jr 
col. 

Mrs.  Miller. 

Miller,  Claude  H. ,col. , (Inf . ) 
N.G.B. 


Office  address  and  telephone 


Retired. 


Room  2032,  Munitions  Bldg. 


Br.  1167 


Mrs.  Miller. 

Miller,  Joe  J.  ,raaj.  ,S.C 

Mrs.  Miller. 

♦Miller,  Lawrence  S.,eol 

Miss  Rebecca  E.  Miller. 
Miller,  Leland  A. ,raaj.,0.D 


Room  2529,  Munitions  Bldg. 


Br.  1758 


Retired 


Room  2535,  Munitions  Bldg. 


Br.  1758 


Miller,  Leland  W.  ,maj  . ,A.C. . . ... 

Mrs.  Miller. 

Miller,  Lester  T. , It. col.  ,A.C... 
Mrs.  Miller. 

♦Miller,  Ralph  J. ,1  It 

Mrs.  Miller. 

Miller,  Roger  G.  ,oapt.,D.C 

Mrs.  Miller. 

♦Miller,  Samuel  W. , brig. gen 

Miller,  William  B. ,capt. ,Inf . . . . 
Mrs.  Miller. 

Millholland , George  H. ,maj. ,Cav. 

Mrs.  Millholland. 

Mills,  Benjamin  W. , It. col.  ,Inf.. 

Minton,  High  C.,maj.,0.D 

Mrs.  Minton. 


Room  2616,  Munitions  Bldg. 

Room  2058,  Munitions  Bldg. 

Retired 

Army  Dental  School 

Retired 

Howard  University 

Fort  Myer,  Va 

Room  1918,  Navy  Bldg 

Room  3077,  Munitions  Bldg. 


Br.  2259 
Br.  1532 


GE  1000 


(PO  4000) 
(Br.  244) 
CH  3000 

Br.  1620 
Br.  1462 


♦Mitchell .Harry  D. , col 

Mrs.  Mitchell. 

Mrs.  Belle  Higgins. 

Miss  Eleanor  Blackington. 

♦Mitohell,  William  A. ,col 

Mrs.  Mitchell. 

Miss  Anne  Mitchell. 

Mbehring,  Henry  G.  ,capt.  ,M.C. . .. 
Mrs.  Moehring. 

Mohri,  Ralph  W. ,capt. ,V.C 

Mrs.  Mohri. 

Monahan,  John  F. , ch. , (It. col.). 
Mrs.  Elizabeth  A.  Monahan. 

♦Montgomery,  Herbert  B. ,maj 

Mrs.  Montgomery. 

Moore,  Anderson  T.  W. ,capt . ,C.E. 
Mrs.  Moore. 

Moore , Don  G. , It. col.  ,D.C 

Mrs.  Moore. 

Moore,  Robert  S.  ,capt.  ,F.D 

Mrs.  Moore . 

♦Moorman,  Frank,  It .col 

Mr  8.  Moo  man. 

Moran,  Richard  B.  ,maj.,S.C 

Mrs.  Moran. 

Mardecai,  Alfred, It. col., M.C.... 
Mrs.  Mardecai. 

Morey,  Lewis  S.,col.,F.D 

Mrs.  Morey. 

Morgan,  Clifford  V.,capt. ,M.C... 
Mrs.  Morgan. 

♦Morgan,  George  H. ,col 


Retired 


Retired 


Amy  Medical  School 

Army  Veterinary  School.... 
Room  3040,  Munitions  Bldg. 

Retired 

Room  2807,  Munitions  Bldg. 
A.  W.  C«. ...... ........... 

Room  3003,  Munitions  Bldg. 
Retired 


GE  1000 
GE  1000 
Br.  1090 

Br.  1678 
NA  8772 
Br.  1176 


A.  W.  C. ............ ...... 

W.  R.  G.  H. ........ ....... 

Room  3321,  Munitions  Bldg. 
Room  3629,  Munitions  Bldg. 
Retired 


NA  8772 
GE  1000 
Br.  2158 
Br.  2275 


Moroney,  William  J.,capt. ,( Inf .) 
Q.M.C. 

Mrs.  Moroney. 

Morris,  William  H.  H. , Jr. ,lt. 
col.  ,(Inf . ) ,G.S.C. 

Mrs.  Morris. 

Morrison,  James  Aloysius,l  It. 
Dent -Res. 

Mrs.  Morrison. 


Fort  Myer,  Va 


Room  421,  Winder  Bldg 


W.  R.  G.  H... 


CH  3000 
Br.  1696 
GE  1000 


Residence  and  telephone 


1869  Wyoming  Ave. ,NW 

AD 

0315 

3303  Cleveland  Ave.  ,NW. . . . 

WO 

2942 

4707  Connecticut  Ave. ,NW. . 

EM 

6800 

5909  3 2d  St. ,NW 

EM 

3079 

Park  Central,  1900  F St. , 

ME 

0540 

NW. 

The  Shoreham  Hotel. 

AD 

0700 

5700  Nebraska  Ave.  ,NW 

EM 

3737 

1852  Mintwood  Place ,NW.... 

CO 

3263 

1215  Geranium  St. ,NW 

RA 

1682 

1661  Crescent  Place ,NW. ... 

AD 

9610 

2800  Connecticut  Ave. ,NW. . 

AD 

10200 

Fort  Myer,  Va 

CH 

3000 

1614  17th  St.  ,NW 

PO 

5340-W 

The  Marlyn  Apartments, 

WO 

2854 

Cathedral  Ave.  and  39th 
St. ,NW. 

1847  Plymouth  St.,NW 

RA 

4605 

1601  South  Arlington  Ridge 

JA 

1637 

Road,  Arlington,  Va. 

410  Greenwood  Ave . , Takama 

SH 

4080 

Park,  Md. 

8814  Second  Ave.,  Silver 

SH 

2503-R 

Spring,  Md. 

3806  Yuma  St. ,NW..... 

an 

3272 

R.F.D.  No.l,  Lanham,  Md... 

Hyatts. 

806-5 

3118  19th  St.  ,NW 

CO 

2059-J 

1708  Surrey  Lane  , NW 

WO 

8463 

The  Park  Central,  1900  F 

ME 

0540 

St. ,NW. 

6905  Fifth  St.,NW 

GE 

7723 

1719  37th  St. ,NW 

WO 

3893 

1318  Floral  St.,NW 

GE 

2975 

1661  Crescent  Place ,NW. . . . 

CO 

1049 

3607  T St.  ,NW 

WO 

3196 

Army  and  Navy  Club,  17th 

NA 

8400 

and  I Sts. ,NW. 

Fort  Myer,  Va 

CH 

3000 

St.  Nicholas  Apartments, 

DU 

3524 

2230  California  St.,NW.. 

2929  Connecticut  Ave. , NIT. . 

CO 

367 6- J 
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Name,  rank,  arm  or  service 

Office  address  and  telephone 

Residence  and  telephone 

♦Morrow,  Frank  J. , col. ......... . 

Retired. 

AD  0700 

♦Morrow,  William  M.  , col,. 

Retired 

Mrs.  Morrow. 

y o O 9 WU1U1  tJPfcf  XIOUJB  j JjeU« 

Ajj  yiou 

Morse,  Willi  am  P. ,maj . , Inf 

A.  W.  C 

NA  8772 

28)4  P.ftt.h  St.  NW.  . . . 

CO  7810 

Mrs.  Morse. 

Miss  Margaret  L.  Morse. 

♦Mortimer,  Charles  G.  ,col 

Arlington  National 

CH  3000 

CH  3000 

Mrs.  Mortimer. 

Cemetery. 

♦Moss,  James  A. , col. ........... . 

Retired. ................. 

♦Motley,  Robert  E.  ,capt.. 

Retired 

The  Farragut , 900  17th  St. 

DI  5870 

NW. 

Moursund,  Myles  Patton,  1 It., 

W«  Ho  Go  Ho  « o * » c » o • e » « O 9 • 

Cffi  1000 

1523  East  Falkland  Lane, 

SH  3957-W 

MS^r8?Moursund 

Silver  Spring,  M d. 

Mudgett,  Charles  S.,capt. ,M.C... 

W.  R.  G.  H. 

GE  1000 

908  Columbia  Boulevard, 

SH  4803 

Mrs.  Mudgett. 

Silver  Spring,  Md, 

Mueller,  Charles  R. , It. col. »M.C. 

W.  R.  G.  H 

GE  1000 

1911  R St., NW. ............ 

PO  5195 

Mrs.  Mueller. 

Mullins,  Charles  L.,  Jr.,maj., 

A.  W.  C... 

NA  8772 

2101  South  Lynn  St., 

JA  2175 

Inf. 

Arlington,  Va. 

Mrs.  Mullins. 

Miss  Agnes  Evans. 

Munson,  F.  Granville,  It. col., 

Room  H-209,  Bldg.  E,  6th 

Br.  1851 

2705  34th  Place,  NW. ...... 

EM  9075 

J.A.G.D. 

St.  and  Adams  Drive,  SW. 

Mrs.  Munson. 

Miss  Aline  Munson. 

Murchison,  James  L. ,capt. ,M.C. . . 

W.  R.  G.  H 

GE  1000 

8314  Draper  Lane,  Silver 

SH  5321 

Mrs,  Murchison. 

Spring,  Md. 

Murphey , Henry  S. ,capt . ,M.C 

W.  R.  G.  H.. 

GE  1000 

1540  East-West  Highway, 

SH  5087 -W 

Mrs.  Murphey. 

Silver  Spring,  Md. 

Murray,  Maxwell,  brig. gen., 

Room  1038,  Munitions  Bldg. 

Br.  1002 

2710-36th  St. ,NW. ......... 

m 8036 

Washington  Provisional  Brigade. 

Mrs.  Murray. 

Murrell,  Ralph  E. , It .col. ,M.C. . . 

Room  3629,  Munitions  Bldg. 

Br.  2275 

728  Chesapeake  A ve., 

SH  2310-W 

Mrs.  Bftirrell. 

Silver  Spring,  Md, 

Miss  Eleanor  F.  Murrell. 

Myers,  David  Ap.  ,lt  .col.  ,M.C  .. . . 

Room  2645,  Munitions  Bldg. 

Br.  1396 

Dupont  Circle  Apts. , Con- 

DE  6201 

Mrs.  Myers. 

necticut  Aye,  and  Dupont 

Circle  ,NW. 

Myers,  Donald  J. ,maj. , (Inf. ) , 

Room  315,  Winder  Bldg 

Br.  1237 

3729  Jocelyn  St . ,NW 

WO  7434 

G.S.C. 

Mrs.  Myers. 

Nalle,  William,  It. col.  ,(Cav.) , 

Room  424,  Winder  Bldg 

Br.  1251 

3407  Quebec  St.,NW 

WO  0080 

G.S.C. 

Mrs.  Nalle. 

Neale,  Claude  L. ,oapt.,M.C 

St.  Elizabeth's  Hospital.. 

LI  1426 

816  Gist  Ave. , Silver 

SH  5008 

Mrs.  Neale. 

Spring,  Md, 

7920  Orchid  St . ,NW. ....... 

RA  1034 

Mrs.  Neely. 

Nelson,  Kenneth  R. , capt . ,M.C. . . . 

Army  Medical  School. 

GE  1000 

7819  12th  St.  ,NW... 

GE  5991 

Mrs.  Nelson. 

Nelson,  Roger  Waldens r,  1 It., 

• R«  Go  Hoooooeoooeoooooo 

GE  1000 

1109  Fern  St . ,NW. 

GE  0743 

Med-Res. 

Mrs.  Nelson. 

♦Newbill,  Willard  Douglas,  col.. 

Retired, ......... ......... 

Army  and  Navy  Club,  17th 

NA  8400 

and  I Sts.  ,NW. 

Newcomer,  Francis  K. , It. col. , 

Room  2807,  Munitions  Bldg. 

Br.  1180 

2334  19th  St.,NW 

NO  6848 

Mrs.  Newconsr. 

Miss  Rebecca  Newcomer. 

♦Newcomer,  Henry  C . , bri g«.gen . . . . 

Retired. 

The  Ontario,  Ontario  Road 

AD  2435 

Mrs.  Newcomer. 

and  18th  St.  ,NW. 

309  North  Washington  St., 

Falls  Ch. 

Miss  Mary  Glenn  Newell. 

Falls  Church,  Va. 

281 

Mi3S  Bertha  Newell. 

♦Newgarden , George  J.  ,lt . col, . . . 

Retired 

1633  Massachusetts  Ave.  ,NW. 

PO  4782 

Mrs.  Newgarden. 

330  N. Oakland  St.,  Arling- 

CH  1678 

Mrs.  Newlove. 

ton,  Va.  % Capt.  H.  A. 

Malia,  U.  S.  Army. 
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Newman,  Richard  D.  ,col.  ,(Cav. ) , 
N.G.3. 

Mrs.  Neman. 

Miss  Rosemary  Newnan. 
Niehol,  William  W.  ,capt.  ,M.C.. . 
Mrs.  Niohol. 

Niergarth,  Omer  0.  ,raa  j . , (eapt . ) 


Office  address  and  telephone 


Room  2027,  Munitions  Bldg.  3r. 


W.R.G.H 

Room  2604,  Munitions  Bldg 


GEE 

Br. 


A.C. 


Mrs.  Niergarth. 

Niess,  Oliver  K. ,capt. ,M.C 

Mrs.  Niess. 

Niles,  Wallace  E.  ,capt . ,0.D. . . . 
Mrs.  Niles, 

*Nissen,  August  C.  ,col 

Mrs.  Nissan. 

*Norvell , Guy  S. ,col 

Mrs.  Narvell. 

Noyes,  John  R. ,capt. ,C.E. ...... 

Mrs.  Noyes. 

Numainvllle,  Leon  J.  ,1  It . ,M.C  . 
Mrs.  Numai  nvi  11©  „ 

Nutt , Clifford  C.,raaj.,A.  C 

Mrs.  Nutt. 

*Nuttman,  Louis  M. , brig. gen. . . . 

Bliss  Elizabeth  Nuttman. 
Nylen,  Arthur  H.  ,lt.  col.  ,M.C .. . 
Mrs.  Nylen, 

Miss  Betty  Nylen. 

*0’Brlen,  James  A., It. col 

Mrs.  O'Brien. 

Miss  Marcia  O’Brien. 
*0’Brien,  Robert  E. , It  .col. ... , 
Mrs.  O’Brien. 

Miss  Keturah  O’Brien. 

Odom,  Stanley  G. , It. col. ,M.C .. . 
Mrs.  Odom. 

Ogden,  David  A.D. , capt. ,C.E... 
Mrs.  Ogden. 

O’Hara,  Edwin  J. , It. col. ,F.D.. . 
Mrs.  O’Hara. 

Mrs.  J.  B.  Cronan. 
O’Kelliher,  Victor  J., It. col., 
(Spec. Res. ) ,G.S.C. 

Mrs.  O’Kelliher. 

Miss  Marjorie  O’Kelliher. 

*0 ’Leary,  Roger  F, ,capt 

Mrs.  Frederic  A.  Young. 
Oliver . Alfred  C. , Jr. , (It. col. ) 
Ch. 


W.  R.  G.  H 

A.  W.  C 

Retired. 

Retired 

Room  2514,  Munitions  Bldg 

Army  Medical  School 

Room  2521,  Munitions  Bldg 

Retired. 

Room  1143-A,  Munitions 
Bldg. 

Retired 

Ret  ired 

Room  1146-A,  Munitions 
Bldg. 

Room  2805,  Munitions  Bldg. 
Room  3002,  Munitions  Bldg. 

Room  524  Winder  Bldg...... 

Retired. 

Army  Medi  cal  Center. ...... 


GE 

NA 


Br. 

GE 

Br. 


Br. 


Br. 

Br. 


Br, 


GE 


Mrs.  Oliver. 

Oliver,  Andres  G. ,1  It. ,M.C 

*0rdway,  Godwin,  col 

Mrs.  Ordway. 

Miss  Nancy  Ordway. 

Orth,  Gottlieb  L.  ,capt.,M.C.. ... 
Mrs.  Orth. 

Ostrom,  Charles  D.  Y. , It. col., 
C.A.C. 

Mrs.  Ostrom. 

Ott,  Harold  G.  ,nmj  . ,D.C. 

Sirs.  Ott. 

*Ovenshine,  Englebert  G. ,col. .. . 
Mrs,  Oven  shine. 

*0verton,  William  W. , col 

Mrs.  Overton. 

Paden , Paul  A.  ,capt.  ,M.C. 

Mrs.  Pad®. 

Palmer,  Jay  J.  ,1  It.  ,M.C 

Bfrs.  Palmer. 


Aray  Medical  School 

Retired 

Army  Medical  School. 

A.  W.  C 

Room  1805,  Munitions  Bldg. 

Retired 

Retired 


GE 

GE 

NA 

Er. 


A ray  Medical  School.. GE 

Army  Medical  School GE 


Residence  and  telephone 

1181 

1108  South  Arlington  Ridge 
Road,  Arlington,  Va. 

JA 

1528 

1000 

Army  Medical  Center 

GE 

1000 

1474 

44  Woodmont  Road,  Belle 
Haven,  Alexandria,  Va. 

TE 

3049 

1000 

Army  Medical  Center 

GE 

1000 

8772 

4733  24th  Road,  North, 
Arlington,  Va. 

CH 

4765 

The  Kenesaw,  16th  and 
Irving  Sts.  ,NW. 

CO 

0712 

2123  California  St. ,NW. . . . 

NO 

3494 

1758 

1692  31st  St. ,NW 

MI 

2035 

1000 

810  Aspen  St. ,NW 

GE 

7930 

1758 

4000  Cathedral  Ave. ,NW. ... 

The  Westchester,  4000 
Cathedral  Ave.,NW. 

EM 

7074 

1463 

2859  29th  St.  ,NW 

The  Beeches,  Langley,  Va. 

AD 

3355 

2205  California  St.,NW.... 

PO 

0515 

1458 

2222  39th  Place ,NW 

WO 

8114 

1180 

3827  S St.  ,NW 

EM 

2988 

1243 

3901  Connecticut  Ave.,NW. . 

EM 

5648 

1782 

3825  Fulton  St.  ,NW 

WO 

4864 

Olympia  Apartments,  1368 
Euclid  St.  ,NW. 

CO 

4065-J 

1000 

1220  Floral  St.,NW. 

GE 

3297 

1000 

6508  Georgia  Ave. ,NW. . . . . . 

RA 

0900 

1710  35th  St. ,NW 

WO 

9135 

1000 

210  Ethan  Allen  Ave., 
Takoma  Park,  M. 

SH 

2585-J 

8772 

Til  den  Garden  Apartments, 
3000  Tilden  St. ,NW. 

WO 

5334 

1568 

The  Kennedy- Warren,  3133 
Connecticut  Ave.,NW. 

AD 

9600 

2123  California  St.,HW. ... 

NO 

3494 

1905  South  Arlington  Ridge 
Roed,  Arlington,  Va. 

JA 

1993 

1000 

7701  Georgia  Ave. ,NW 

GE 

4121 

1000 

7123  Georgia  Ave.  ,HW 

GE 

5582 
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Name,  rank,  arm  or  service 

Office  address  and  telephone 

Residence  and  telephone 

Palmer,  Williston  B.  ,capt.  ,F.A. . . 

A.  W.  C 

NA  8772 

Westchester  Apartments.... 

EM 

4849 

*Pariseau,  George  E. ,raaj 

Retired. 

ian 

2338 

Mrs.  Parlseau. 

Bethssda,  Md. 

*Parker„  Frank,  ma  J. gen. ...... ... 

Retired t 

1854  Mlntwood  Place  ,NW. .. . 

CO 

5987 

Mrs.  Parte r. 

Parker,  Lewis  R. ,1  lt.,A.C 

Bolling  Field,  D.  C 

AT  8080 

Bolling  Field,  D.  C 

AT 

8080 

Mrs.  Parker. 

Parks,  Floyd  L. ,capt. , (Inf . ) , 

Room  222,  Dept,  of  State 

Br.  1542 

Fort  Myer,  Va 

CH 

3000 

G.S.C. 

Bldg. 

Mrs.  Parks. 

Parks , Graeme  G. ,maj . ,Inf 

Room  1918,  Navy  Rldg. 

Br.  1088 

373?.  Windom  Plane  NW.  r 

EM 

2545 

Mrs.  Parks. 

Parmley,  Loren  F.  ,raaj . , J .A.G.D.. . 

Room  408,  Otis  Bldg.,  810 

Br.  1163 

420  Lee  Blvd. , Falls 

Mrs.  Parmley. 

18th  St . ,NW. 

Church,  Va. 

*Parrott , Ralph  B.  ,ool. 

Reti  red  

NA 

8400 

and  I Sts. ,NW. 

Parsons,  Ernest  H.  ,capt.  ,M.C 

W.  R.  G.  H 

GE  1000 

1528  East-West  Highway, 

SH  4802-M 

Mrs.  Parsons. 

Silver  Spring,  Mi. 

Partridge,  Clarence  E. ,col.,0.D. 

Room  3850,  Munitions  Bldg. 

3r.  1510 

Kew  Gardens,  27  00  Q 3t.,NW. 

DU 

0947 

Mrs.  Partridge. 

Patch,  Joseph  D. , It. col. , Inf... 

University  of  Maryland, 

GR  3800 

5308  Moorland  Lane, 

WI 

5183 

Mrs.  Patch. 

College  Park,  Md. 

Bethssda,  Md. 

Patrick,  Bream  C. , 1 It.,  F.A. .. 

For  t Mye  r r Va 

CH  3000 

CH 

3000 

* Patrick , Mason  M. , mag. gen ..... . 

Reti red 

WO 

1706 

Patterson,  William  R.,1  It., 

Room  3501,  Munitions  Bldg. 

Br.  1903 

Fort  Belvoir,  Va 

Ft. 

Belv. 

(Inf . ) ,Q,.M.C. 

2275 

Mrs.  Patterson. 

Patton,  George  S*  , .Tr„  ,ool.  - . - . - 

CH  3000 

Fort  Myer  , Va 

CH 

3000 

Mrs.  Patton. 

Miss  Ruth- Ellen  Patton. 

Paul,  Willard  S.  ,maj.  ,(Inf .) 

Room  258,  Dept,  of  State 

Br.  1593 

6413  31st  Place, NW. ....... 

WO 

7425 

A.G.D. 

Bldg. 

Mrs.  Paul . 

2021  N St. , NW. 

PO 

1661 

Mrs.  Payne. 

Miss  Edith  Graham  Payne. 

Peabody,  Hume,  It. col., A. C 

Room  2048,  Munitions  Bldg. 

Br.  2145 

4664  Reservoir  Road,NW.... 

EM 

9497 

Mrs.  Peabody. 

2330  Tracy  Place ,NW. ...... 

PO 

0442 

Mrs.  Pearson. 

Perkins  , Robert  M, , It  .col. , 

Room  415,  Winder  Bldg 

Br.  1123 

Stonlelgh  Court,  1025 

NA 

2266 

(CoAeCe)  y Ge  S • C • 

Connecticut  Avenue  ,NW. 

Mrs.  Perkins . 

419  East  Leland  St., 

WI 

5254 

Mrs.  Perry. 

Chevy  Chase,  Md. 

Miss  Verna  E.  Perry. 

*Pershing,  John  J. , General  of 

Room  274,  Dept,  of  State 

Br.  1722 

The  Carlton. 

the  Armies. 

Bldg. 

Peterson,  Leonard  T.  ,capt . ,M.O.. 

W»  R«  G*  H* • * • •••••••••••• 

GE  1000 

908  Corwin  Drive,  Silver 

SH 

4455-J 

Mrs.  Peterson. 

Spring,  Md. 

1870  Wyoming  Ave. ,NW 

DE 

1880 

Mrs.  Phalen. 

Philips,  Joseph  L. , It. col. ,Cav. . 

Room  3606,  Munitions  Bldg. 

Br.  1813 

6420  Lee  Highway,  Arling- 

CH 

1435 

Mrs.  Philips. 

ton,  Va. 

Miss  Margaret  Philips. 

Phillips,  Charles  T. , It. col., 

Room  303,  Winder  Bldg 

Br.  1744 

The  Westchester  Apartments, 

WO 

1486 

( J •)  , ( A e C « ) y G eS  eCe 

4000  Cathedral  Ave. ,NW. 

Mrs.  Phillips. 

Philoon,  Wallace  C. ,col. , (Inf . ) , 

Room  314,  Wilder  Bldg 

Br.  2241 

3103  Macomb  St . ,NW 

WO 

2710 

G.S.C. 

Mrs.  Philoon. 

Pick,  Lewis  A.  ,naj  . ,C.E 

A.  W.  C 

NA  8772 

3233  ELingle  Road.NW 

EM 

5045 

Mrs.  Pick. 

3333  Runnymede  Place, NW. .. 

WO 

4150 

Mrs.  Pickering. 

Ml 88  Carolyn  Roberts. 

Pike,  Shepard  L. , col., Inf 

National  Guard  Armory,  6th 

ME  5519 

3633  Van  Ness  St. ,NW 

EM 

27  68 

Mrs.  Pike. 

St.  and  Pennsylvania 

Ave.  ,NW. 
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Pipes,  Henry  F.  ,col.,M.C 

Mrs,  Pipes. 

Pirkey,  Frank  Z.,capt.,C.E 

U.  S.  Soldiers*  Home 

AD  9104 

U.  S.  Soldiers’  Home------ 

AD  9100 
WO  0755 

Room  2728,  Munitions  Bldg. 

Br.  2076 

3414  Porter  St.  ,NW 

Mrs.  Pirkey. 

Pitz,  Hugo  E. ,eol. ,Q.M.C 

Room  2336,  Munitions  Bldg. 

Br.  2154 

1347  Somerset  Place,  NW. .. 

GE  5740 

Mrs.  Pitz. 

Plat£,  Robert  J.,  It. col.  ,M.C.. 

Room  2641,  Munitions  Bldg. 

Br.  1396 

The  Westchester 

HI  3796 

firs.  Platt. 

Pollock,  Byron  E. , 1 lt.,M.C.... 
Mrs.  Pollock. 

Powell.  Carroll  A.  ,raaj  .,  (S.C. ) , 

Army  Medical  School....... 

GE  1000 

1306  Floral  St . ,NW 

GE  2345 
AD  6564 

Room  2401,  Munitions  Bldg. 

Br.  2193 

2925  28th  St.,NW 

N.G.B. 

Mrs.  Powell. 

Powell,  George  M. ,capt.,M.C 

Mrs,  Powell. 

Power,  William  J.  ,capt.  ,M.C 

Army  Medical  School ....... 

Army  Medical  School....... 

GE  1000 
GE  1000 

7019  Georgia  Ave.,NW 

1316  Floral  St.,NW 

GE  2322 

Mrs.  Power. 

*Price,  Chester  F. ,1  It......... 

Retired. 

3900  14th  St.,NW 

AD  2728-W 

Mrs.  Price. 

Prime,  Charles  P.  ,naj.  ,A.C.. .. .. 

Bolling  Field,  D.  C ... 

AT  8080 

Bolling  Field,  D.  C 

AT  8080 

Mrs.  Prims. 

Pritchett,  Harry  H. ,col. , { Inf. ) , 

Room  1708,  Munitions  Bldg. 

Br.  1268 

The  Fairfax  Hotel,  2100 

PO  4480 

I.G.D. 

Mrs.  Pritchett. 

Propst,  Rudolph  W.  ,maj . , A. C 

Room  2535,  Munitions  Bldg. 

Br.  1758 

Massachusetts  Ave. ,NW. 
3212  KLlngle  Road,  NW 

EM  3350 

Mrs.  Propst. 

*PT»nnty,  Leonard  W»  9 col . 

Retired  - 

4339  Montgomery  Ave., 
Bethesda , Md. 

6201  14th  St. ,NW 

WI  4989-W 

Mrs.  Prunty. 

Miss  Gertrude  E.  Prunty. 
Putnam,  Lincoln  F. , It. col.  ,M.C. . 

W.  R.  G.  H 

GE  1000 

GE  7510 

Mrs.  Putnam. 

CH  3000 

Fort  Myer9  Va 

CH  3000 

Mrs.  Quill. 

Quinnell,  Earle  D. ,lt .col.  ,M.C. . 
Mrs.  Quinns  11. 

Quinton,  Alfred  B.  ,Jr. , It. col., 

Army  Medical  Center* 

GE  1000 

1307  Dogwood  St.,NW 

GE  1000 

Room  3069,  Munitions  Bldg. 

Br.  1117 

3309  Woodley  Road,  NW 

WO  3648 

Mrs.  Quinton. 

Radford,  Lawrence  C.,1  It. ,D.C.. 
Raley,  Edward  W. ,maj . ,(capt. ) , 

Fort  Washington^  Md* 

Ala  x.  1245 

Room  1613,  Munitions  Bldg. 

1245 
Br.  1471 

La  Salle  Apartments,  1028 

ME  2161 

A.C. 

Mrs.  Raley. 

Miss  Glare  McNamara. 

Randall,  Raymond,  It. col. ,V.C. . . . 

Army  Medical  Center 

GE  1000 

Connecticut  Ave. ,NW. 

1200  Juniper  St.,NW 

RA  4738 

Mrs.  Randall. 

Randolph,  Norman,  It. col. , (Inf . ) 

Room  1603 , Navy  Bldg. ..... 

Br.  2090 

The  Kennedy-Warren,  3133 

AD  8068 

B.I.A. 

Mrs.  Randolph. 

Ransom,  Paul  L. ,lt.col.,(Inf.) 

Room  416,  Winder  Bldg..... 

Br.  1606 

Connecticut  Ave.  ,NW. 

3041  Sedgwick  St.,NW 

WO  8992 

G.S.C. 

firs.  Ransom. 

Rayens,  Charles  E. ,raa j . ,Inf . . . . 

Georgetown  University. .... 

(MI  7000) 

1522  44th  St. ,NW 

WO  6515 

Mrs.  Rayens. 

Raymond,  Julian  E.  ,capt . ,Inf . . . 

A.  W.  C 

(Br.  72) 

NA  8772 

Army  War  College 

NA  8772 

Mrs.  Raymond . 

Rayner,  Harold  M. , It .col. ,(Cav.) 

Room  502,  Winder  Bldg 

Br.  1684 

The  Broadmoor,  3601 

WO  6900 

G.S.C. 

Mrs.  Rayner. 

Rea,  Everett  F. ,capt. ,E.D. . . . . . . 

Amy  Medical  Center 

GE  1000 

Connecticut  Ave.  ,NW. 
117  Chestnut  Avenue  , 

SH  2178 

fire.  Rea. 

Read,  Burton  Y. , It. col. ,A.G.D... 

Room  260 , Dept . of  State 

Br.  2261 

Takoma  Park,  Md. 

3113  Macomb  St. ,NW 

EM  8068 

Mrs.  Read. 

Ready,  Joseph  L. , ma J . ,Inf ...... . 

Bldg. 

A.  W.  C 

NA  8772 

419  North  Oxford  St., 

CH  5432 

Mrs.  Ready. 

Reber,  Miles,  capt.  ,C.F. 

Room  2806,  Munitions  Bldg. 

Br.  2080 

Arlington,  Va. 

3225  Reservoir  Road,  NW. .. 

MI  1859 

Reed,  C.  Wingate , capt . ,0.D 

Room  3058,  Munitions  Bldg. 

Br-  1925 

4420  36th  St . ,NW 

m 8022 

Mrs.  Reed. 

Miss  Anice  B.  Harding. 

• 
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Name,  rank,  arm  or  service 


Reed,  Walter  L. .nBj.gen.,  The 
I.  G. 

lira.  Reed. 

Miss  Landon  Reed. 

Miss  E.  ?.  Blackford. 

Reeder,  William  0.,raaj.,3.C 

Mrs.  Reeder. 

Reedy,  Walter  J.  ,1  lt.,M.C 

Mrs.  Reedy. 

*Rees,  Thcnas  H. , brig. gen 

Miss  Frances  H.  Rees. 

Mrs.  Rees  Price. 

Regan,  Harvey  W. ,2d  lt.,A.C 

*Regan,  James,  col 

Mrs . Regan . 

Regan,  James,  Jr.,eapt.,  Inf.... 
Mrs.  Regan. 

Rehkopf,  Ned  B. ,col.,F.A 

Mrs.  Rehkopf. 

Miss  Ellen  D.  Rehkopf. 

Rehm,  George  A.  ,capt.  ,Cav 

Mrs.  Rehm. 

*Reilly,  Frank  C., It. col 

Mrs.  Reilly. 

Reimel,  Stewart  E.,nmj.,0.D 

Mrs.  Reimel. 

Reinhardt,  Emil  F.  ,lt.  col.  ,Inf. . 
Mrs.  Reinhardt. 

Mi3s  Ann  Reinhardt. 

Miss  Jane  Reinhardt. 
Reynolds,  Charles  R. .maj.gen. , 
The  S.  G. 

Mrs.  Reynolds. 

Miss  He he  Reynolds. 

Reynolds,  Royal,  col.,M.C 

Mrs.  Reynolds. 

Miss  Sally  Reynolds. 

*Rhoades,  Rex  H. ,eol 

Mrs.  Rhoades. 

Mrs.  Mary  L.  Taylor. 

Rhudy,  Ralph,  1 lt.,A.C 

Rice,  Albert  3.,capt.,0.D 

Mrs.  Rice. 

Rice,  John  K.  ,maj . ,Inf 

Mrs.  Rice. 

Rice,  William  F. , It  .col.  ,M.C. . .. 
Mrs.  Rice. 

*Riohard,  Charles, brig. gen 

Richards,  Harrison  H.  C.,eol., 
{It. col.) ,A.C. 

Mrs.  Richards. 

Miss  Landonia  B.  Richards. 
Richardson,  Jules  V. ,1  lt.,Cav.. 
Richmond,  Adam,  ma J . , J.A.G.D. . . . 
Mrs.  Richmond. 

Ricker,  George  W.  ,maj  . , (C.A.C. ) , 
G.S.C. 

Mrs,  Ricker. 

Miss  Frances  Ann  L.  Ricker. 

Ridgely,  Dale  B.  ,maj.,D.C 

Mrs.  Ridgely. 

Riefkohl,  Rudolf  W.  , It. col., 

Q.M.C. 

*Rigby,  Willi an  C.,col 

Mrs.  Rigby. 

Mrs.  Bronson  Rigby. 

Riggs,  3asil  L. ,eapt. ,Cav 

Mrs.  Riggs. 


Office  address  and  telephone 

Residence  and  telephone 

Room  1064,  Munitions  Bldg. 

Br.  2182 

2201  South  Knoll  Road, 

JA 

2193 

Arlington,  Ya. 

Room  3412,  Munitions  Bldg. 

3r.  1632 

2401  Tunlaw  Road,  NW 

EM 

5886 

Army  Medical  School 

GE  1000 

7701  Georgia  Ave . ,NW 

GE 

2352 

Retired 

The  Chalfonte,  1601 

AD 

8710 

Argonne  Plaee,NW. 

3olling  Field,  D.  C 

AT  8080 

Bolling  Field,  D.  C 

AT 

8080 

Retired. 

3102  Hawthorne  St.,NW 

WO 

6787 

2115  C St. ,NW 

Br.  1309 

11  East  Bradley  Lane, 

WI 

4569 

Chevy  Chase,  Md. 

A.  W.  C 

NA  8772 

Army  War  College 

NA 

877  2 

A.  W.  C 

NA  8772 

SOLI  33rd  St . ,NW 

WO 

5057 

Retired 

3051  Idaho  Ave . ,NW 

ELI 

2221 

Room  3072,  Monitions  Bldg. 

Br.  1445 

2616  South  Joyce  St., 

JA 

1527 

Arlington,  Ya. 

Room  1030,  Munitions  Bldg. 

Br,  1022 

3220  EL  ingle  Roed.NW 

WO 

3803 

Room  1070,  Munitions  Bldg. 

Br.  2139 

The  Dresden,  Connecticut 

NO 

3593 

Ave.  and  Kalorama  Road, 

NW. 

W.  R.  G.  H 

GE  1000 

1323  Dogwood  St. ,NW. . . . . . . 

GEE 

1000 

Retired 

3228  Cleveland  Ave.  ,NW.  . . . 

WO 

8230 

Bolling  Field,  D.  C 

AT  8080 

Bolling  Field,  D.  C 

AT 

8080 

Room  3815,  Munitions  Bldg. 

3r.  1475 

3503  Quebec  St.,NW 

at 

8851 

Room  1030,  Munitions  Bldg. 

Br.  1022 

609  North  Edgewood  St., 

CH 

3688 

Arlington,  Va. 

W.  R . G.  H 

GE  1000 

1416  Geranium  St.  ,NW 

RA 

3419 

Retired 

2448  20th  St.,NW 

cc 

2453 

Room  2052,  Munitions  Bldg. 

Br.  1150 

3242  38th  St. ,NW 

WC 

7792 

CH  3000 

Fort  Myer , Ya. 

CH 

3000 

Room  602,  0ti3  Bldg.,  810 

Br.  1685 

125  Glenbrook  Road, 

WI 

2560 

18th  St.,  Niff. 

Battery  Park,  Mi. 

Room  319,  Winder  Bldg 

Br.  1045 

3901  Connecticut  Ave.,NW.. 

WO 

8856 

Room  1131,  Munitions  Bldg. 

3r.  1420 

2437  39th  Place, NW 

WO 

3405 

Room  2541,  Munitions  Bldg. 

Br.  1012 

3150  16th  St.  ,NW 

CO 

0224-J 

Ret ired 

6710  Lee  Highway,  East 

Falls  Ch. 

Falls  Church,  Ya. 

1996 

CH  3000 

Fort  Myer , Va. 

CH 

3000 
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Rinard,  Herbert  A. , (maj. ) ,Ch. . . . 

Room  3040,  Munitions  Bldg.. 

Br.  1090 

The  Wyoming,  2022  Columbia 

DE 

2864 

Mrs.  Rinard. 

Road,  NW. 

Rising,  Harry  N. ,raaj.,0.D 

Room  3809,  Munitions  Bldg. 

Br.  1657 

3505  Davis  St. ,NW 

WO 

5552 

Mrs,  Rising, 

Miss  Sally  Rising. 

Ritchie,  Scott  B.  ,maj . ,0.D. . . . . . 

Room  2047,  Munitions  Bldg. 

Br.  1948 

5407  41st  St.  ,NW 

WO 

8470 

Mrs.  Ritchie. 

*Rittenhouse,  Basil  N„ , It. col... 

Retired 

R.F.D.  #2,  Silver  Spring, 

Mrs.  Rittenhouse. 

Md. 

Rives,  Tom  C.  ,toa  j . ,3.C 

Room  3433,  Munitions  Bldg. 

Br.  1523 

5620  Wilson  Lane,  Bathe sda, 

WI 

5502 

Mrs.  Rives. 

Md. 

Robb,  Holland  L.,lt.col.,(C.E.) , 

Room  2404,  Munitions  Bldg. 

Br.  1569 

2415  20th  St . ,NW 

CO 

9412 

N.G.B. 

Mrs.  Robb. 

Miss  Janice  Robb. 

^Roberts,  Albert  C. ,maj ......... 

Reti  red- ------ 

nn  AAQr  u 

Mrs.  Roberts. 

*Roberte,  Charles  D. , brig, gen. . . 

Retired 

6510  Maple  Avenue  , Chevy 

WI 

5929 

Mrs.  Roberts. 

Chase,  Md. 

Miss  Roberts. 

*Roberts , William, maj  ........... 

Retired  - - 

AD 

9600 

Mrs.  Roberts. 

Connecticut  Ave.,NW. 

’’'Robertson,  John  D,  ,capt. ....... 

Ret  ired.  * „ „ „ » a „ 

BM 

0431 

Mrs.  Robertson. 

Robertson,  Walter  M. , It, col. , 

Room  306,  Winder  Bldg..... 

Br.  1734 

The  Westchester,  4000 

WO 

7388 

(Inf .) .G.S.C. 

Cathedral  Ave.NW. 

Mrs.  Robertson. 

Robinett,  Paul  M.  ,maj . , (Cav. ) , 

Room  2649 , Munit  ions  Bid  g. 

Br.  1976 

The  Kennedy-Warren , 3133 

CO 

7078-R 

G.S.C. 

Connect! cut  Ave. ,NW. 

Robinson,  Paul  I.  ,capt . ,M.C 

Room  3628,  Munitions  Bldg. 

Br.  1693 

2422  39th  St. ,NW 

wo 

7873 

Mrs.  Robinson. 

^Robinson,  RaI  ph  B„  02d  It-- 

6228  North  Dakota  Ave.,NW. 

RA 

4553 

Mrs.  Robinson. 

Robinson,  Robert,  maj  . ,S.  C.. . . , . 

Room  3402,  Munitions  Bldg. 

Br.  2253 

318  Main  St. , Laurel,  Md.. 

Laurel 

Mrs.  Robinson. 

270-J 

Roby,  Albert  A. ,eapt. ,V.C. 

Army  Veterinary  School. . . . 

GE  1000 

Carroll  Spring  Inn 

SH 

2040 

Mrs.  Roby. 

*Roche , Edward  A.,  col.......... 

Retired- 

14  Ralston  Ave, , Hyatts- 

Hy. 

148-M 

Mrs.  Roche. 

vllle,  Md. 

CH  3000 

CH 

3000 

Mrs.  Roffe. 

Miss  Frances  Roffe. 

Rogers,  Harold  D.  ,lt  .col.  ,M.C. . . 

Room  2506,  Munitions  Bldg. 

Br.  1086 

1326  Farragut  St . ,NW 

GE 

8608 

Mrs.  Rogers. 

Miss  Ruth  Rogers. 

Rogers,  Richard  G.  ,capt . ,Q,.M.C  .. 

Room  2535,  Munitions  Bldg. 

Br.  1758 

2802  Wisconsin  Ave. ,NW. . . . 

WO 

8481 

Mrs.  Rogers. 

■“Rogers,  Wilbur,  It. col 

Retired. 

1316  New  Hampshire  Ave. ,NW 

Mrs.  Rogers. 

Rooks,  John  M.  ,capt.  ,Q,.M.C 

A.  W.  C 

NA  8772 

3711  McKinley  St. ,NW 

EM 

4150 

Mrs.  Rooks. 

*Root 9 Edwin  A. fcol«- 

Retired 

c/o  American  Security  and 

Trust  Co. 

Rose,  Hal  M.  ,maj  . ,Cav 

RoomH-137,  Bldg.  E,  6th 

(DI  2200) 

13  Virginia  Ave.  , Jeffer- 

Alex. 

Mrs.  Rose. 

St.  and  Adams  Drive, SW. 

(Br.  315) 

son  Park,  Alexandria ,Va. 

548-W 

Rose,  John  B. , col.  ,(0.D.) , G.S.C. 

Room  520,  Winder  Bldg 

Br.  1563 

3409  15th  St.  , North, 

CH 

4557 

Mrs.  Rose. 

Arlington,  Va. 

Rose,  Walter  A. , It. col. ,D.C 

W.  R.  G.  H 

GE  1000 

1436  Hemlock  St . ,NW. ..... 

GE 

1557 

Mrs.  Rose. 

Rose,  Wiiiiaa  C. , It. col. ,A.G.D.. 

Room  254,  Dept,  of  State 

Br.  1525 

4508  Hoban  Road,  Colony 

EM 

4508 

Mrs.  Rose. 

Bldg. 

Hill. 

*Rosenbaum,  Otho  B.  .brlg.'gen. . . . 

Retired 

Pelhan  Courts,  2115  P 

NO 

8827 

St. ,NW. 

Br.  1612 

3000  39th  St.  ,NW. 

EM 

2049 

Mrs.  Ross. 

404  Highland  Drive,  Ken- 

WI 

5430 

Mrs.  Ross. 

wood,  Chevy  Cbase,  Md. 

Miss  Betsy  Ross. 

Rounds,  William  A. , maj. .J.A.G.D. 

Room  601,  Otis  Bldg.,  810 

Br.  1685 

3416  Rodman  St.,NW. 

EM 

4039 

Mrs.  Round  s . 

18th  St . ,NW. 
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Rowan,  Hugh  W.  ,na  j . ,C.W.S 

Mrs.  Rowan. 

Room  3052,  Munitions  Bldg. 

Br.  2256 

15  Primrose  St.,  Chevy 
Chase,  Md. 

WI  7142 

Ruddell,  Janes  C. , It. col.  .C.A.C. 
Mrs.  Ruddell. 

Miss  Mary  El via  Ruddell. 

Room  2523,  Munitions  Bldg. 

Br.  1758 

2139  Wyoming  Ave.,NW 

DU  5977 

Rumbough,  David  S.,maj.,F.A 

Fort  Myer,  Va 

CH  3000 

Fort  Myer,  Va 

CH  3000 

Rumbough,  William  S. ,maj. ,S.C  .. . 
Mrs.  Rumbough. 

Room  3415,  Munitions  Bldg. 

Br.  2249 

3225  KL ingle  Road,  NW 

EM  8282 

RuSsell,  Clinton  W. , It. col. , 
(A.C.)  G.S.C. 

Mrs.  Russell. 

Room  414,  Winder  Bldg 

Br.  1810 

3238  R St. ,NW 

MI  0818 

Rutherford,  Harry  K.  ,eol.  ,0.D. . . 
Mrs.  Rutherford. 

Miss  Dorothy  Rutherford. 

Room  2040,  Munitions  Bldg. 

Br.  1021 

1869  Wyoming  Ave. ,NW 

AD  9177 

♦Rutherford,  Henry  H. , col 

Mrs.  Rutherford. 

Retired. 

2101  Connecticut  Ave. ,NW.. 

DE  6121 

♦Rutteneutter,  Brady  G. , col 

Mrs.  Ruttencutter . 

Retired 

3900  Cathedral  Ave.  ,NW. . . . 

WO  5534 

Ryan,  Patrick  J. , (eapt. ) ,Ch 

Mrs.  P.  P.  Ryan. 

Army  Medical  Center 

G£  1000 

Army  Medical  Center 

GE  1000 

Ryan,  William  0.  ,lt . col.  ,A.  C. . . . 
Mrs.  Ryan. 

Miss  Mary  A.  Allison. 

A.  W.  C 

NA  8772 

Broadmoor  Apartments,  3601 
Connecticut  Ave.,  NW. 

EM  7238 

Sadler,  William  H.  ,raaj . ,Q.M.C.  . . 
Mrs.  Sadler. 

Miss  Betty  Jane  Sadler. 

Room  2511,  Monitions  Bldg. 

Br,  1143 

3621  T Street ,NW 

EM  0912 

♦Saltzman,  Charles  McK. .maj.gen. 
Mrs.  Saltzman. 

Reti red 

R.F.D.  #2,  Burnt  Mills 
Hills,  3ilvdr  Spring,  Mi. 

SH  1363-J 

Sandlin,  Erie  0.,maj.,  Inf 

Mrs.  Sandlin. 

Miss  Virginia  Heath. 

Ae  W*  Ce  eeeeeeeeeeeeeeeeee 

NA  8772 

4433  ^ St. ,NW 

EM  0952 

Sans bury,  Roland  L.  ,2d  It., 
Air-Res. 

Ur  a.  Sans bury. 

Bolling  Field,  D.  C 

AT  8080 

Upper  Marlboro,  Md 

Hillside 

0779-W 

Sawbrldge,  Ben  M.  ,maj.  ,(F.A.)  , 
G.S.C. 

Room  420,  Winder  Bldg 

Br.  1829 

1940  Blltmore  St. ,NW 

CO  0124 

Sawyer,  Bickford  E. ,ma J. ,F.D.. . . 
Mrs.  Sawyer. 

Room  3003,  Munitions  Bldg. 

Br.  1485 

6617  31st  St. ,NW 

IM  3563 

Sawyer,  Harold  P. , It. col.  ,M.C .. . 
Mrs.  Sawyer. 

Army  Medical  School 

GE  1000 

1207  Sheridan  St.  ,NW 

RA  9586 

Sayler,  Henry  B.  ,lt  .col.  ,0.D. ..  . 
Mrs.  Sayle  r. 

Room  3820,  Munitions  Bldg. 

Br.  1571 

3217  El  ingle  Road,  NW 

EM  1553 

Soheumann,  William  F. , It. col., 

We  Re  Ge  Heeeeeeeeeeeeeeee 

GEE  1000 

1301  Juniper  St. ,NW 

GE  3223 

D .C . 

Schley,  Julian  L.,maj.gen.,  C. 
of  E. 

Mrs.  Schley. 

Room  2076,  Munitions  Bldg. 

Br.  2052 

1714  Hoban  Road,  NW 

EM  1715 

Schlieker,  Grant  A.  ,raa  j . , Inf... 
Mrs.  Schlieker. 

Ae  We  Ceeeeeeeeweeeeeeeeee 

NA  8772 

The  Eennedy-Warren,  3133 
Connecticut  Ave.  ,NW. 

CO  0845-M 

Sc hi os berg,  Richard  T. , maj . , 
S.C. 

Mrs.  Schlosberg. 

Roam  3037,  Munitions  Bldg. 

Br.  1807 

3400  Porter  St . ,NW 

EM  3211 

Schneider,  Mai  F.  ,-raa  j. , (capt . ) , 
A.C. 

Mrs.  Schneider. 

♦Scholl,  Philip  A., It. col 

Mrs.  Scholl. 

Miss  Anna-Jean  Scholl. 

Miss  Audrea  Louise  Scholl. 

Ae  We  Ce  eeeeeeeeeeeeee  e e e e 

Retired 

NA  8772 

1303  Holly  St.  ,NW 

4451  Greenwich  Parkway.... 

GE  8191 
EM  7331 

Schcw,  Robert  A., capt., Inf 

Mrs.  Schow. 

Ae  We  Ceeeeeeceeeeeeeeee*# 

NA  8772 

2401  Calvert  St.NW 

VO  4741 

Sohreuder,  Otis  B.  ,maj.  ,M.C .. . . 
Mrs.  Sohreuder. 

We  Re  G e Heeeeeeeeeeeeeeee 

GE  1000 

1538  East  West  Highway, 
Silver  Spring,  Md. 

SH  4252 

Schroeder,  Arnold  L.,  1 It., A.C. 

Bolling  Field,  D.  C 

AT  8080 

Bolling  Field,  D.  C 

AT  8080 

Schulz,  John  W.  N.,col.,C.E 

Mrs.  Schulz . 

Room  246§,  Dept,  of  State 
Bldg. 

Br.  1848 

2301  Connecticut  Ave.,NW. . 

DE  0762-W 

Schwartz,  Philip,  capt.  ,0.D 

Mrs.  Schwartz . 

Room  2535,  Munitions  Bldg. 

Br.  1758 

3811  Beecher  St.,NW 

EM  5940 
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Name , 


rank. 


arm  or  service 


Office  address  and  telephone 


♦Scott,  Ernest  D. , brig. gen. 
Mrs.  Scott. 

Scott,  J.  F.  Reynolds,  maj . , 
J Jl  .G  J). 


Reti  red, 


Room  406,  Otis  Bldg.,  810 
18th  St.  ,NW. 


Br. 


2126 


Residence  and  telephone 

3549  Sprlngland  Lane.NW. .. 

6729  25th  St. , East  Falls 
Church,  Va. 


WO  3282 

Falls  Ch. 
1988 


Mrs.  Scott. 

♦Scriven,  George  P. , brig. gen. .. . 
Mrs.  Scriven. 

Seaman,  A.  Owen,  brig. gen., 

Asst,  to  The  ft.M.G. 

Mrs.  Seaman. 

Seaman,  James  B. , 1 lt.,M.C 

Searcy,  Cyrus  H. ,maj . ,Inf 

Mrs.  Searcy . 

Seeley,  Sam  F. , capt . ,M.C ........ 

Mrs.  Seeley. 

Seleen,  Paul  M.  ,capt. ,0.D 

Mrs.  Seleen. 

Seybold , John  S.  ,capt.  ,C.E 

Mrs.  Seybold. 

♦Shanks,  David  C.  ,ma  J.gan. . ..  . .. 
Mrs.  Shanks. 

♦Sharpe,  Henry  G. , maj.  gen 

Mrs.  Sharpe . 

Shaw,  Franklin  P. , maj.  .J.A.G.D. „ 
Mrs,  Shaw. 

♦Shaw,  George  C., brig. gen 

Mrs.  Shaw. 

Sheehan,  Daniel  J.  ,1  It.  ,M.C.... 
Mrs.  Sheehan. 

♦Sheen,  Hairy  H.  ,col... 

Mrs.  Sheen. 

Sheep,  William  L.,eol.,M.C 

Mrs.  Sheep. 

Miss  Carroll  H.  Sheep. 

Sheetz,  Josef  R.,maJ.  ,F.A 

Mrs.  Sheetz. 

Shekerjian,  Haig,  lt.col. ,C. W.S. 

Mrs.  Shekerjian. 

Sherburne , Thomas  L. , Jr . , capt . , 
F.A. , Aide  to  Maj  . Gen.  John 
L.  DeWitt. 

Sheridan,  Arthur  J.  .capt . ,C.E. .. 
Mrs.  Sheridan. 

Sherman,  John  B. , capt. , Inf 


Retired 

Room  2014,  Munitions  Bldg. 


Br.  1046 


2241  Bancroft  Place ,NW.... 
1870  Wyoming  Ave.  ,NW 


Arny  Medical  School 

A.  W.  C 

W.  R.  G.  H 

Room  2535,  Munitions  Bldg. 

Room  2728,  Munitions  Bldg. 

Retired 

Retired 


GE  1000 
NA  8772 

GE  1000 

Br.  1758 

Br.  2076 


Room  2536,  Munitions  Bldg. 

Retired 

Army  Medio al  School. ...... 

Retired 

Room  1077,  Munitions  Bldg. 


Br.  1758 


GE  1000 


Br.  2097 


1107  Fern  St.  ,NW 

1600  32d  St. ,NW 

1215  Glen  Ross  Road,. 

Silver  Spring,  Md. 

4700  Connecticut  Ave.  ,NW. . 

3646  Kanawha  St. ,NW. 

Westmoreland  Apts. , 2122 
California  St. ,NW. 

2400  16th  St. ,NW 

303  Cherry  St.,  Falls 
Church,  Va. 

1801  K St. ,NW 

16  Crescent  Place, NW 

2328  20th  St . ,NW 

The  Wyoming,  2022  Columbia 
Road.NW. 


A ® W » C. .................. 

Room  3048,  Munitions  Bldg. 
A.  W.  C 


NA  8772 
Br.  1223 
NA  8772 


Woodley  Paric  Towers,  2737 
Devonshire  Place, NW. 

The  Dresden,  2126,  Connec- 
ticut Ave.  ,NW. 

Army  War  College 


Room  2512,  Munitions  Bldg. 


Br.  1758 


3725  Macomb  St.  ,NW 


Fart  Washington,  Mi 


Alex. 


Fort  Washington,  Ml 


NO 

9582 

DE 

1880 

GE 

MI 

2764 

0546 

SH 

4171 

WO 

0845 

WO 

3419 

NO 

4134 

CO 

7200 

Falls  Ch. 

1583 
BI  8336 

SH 

287 5- W 

NO 

3430 

NO 

7690 

CO 

0634 

NO 

3593 

NA 

8772 

EM 

5960 

Alex. 1245 


Sherr,  Joe  R. ,capt.,S.C 

Mrs.  Sherr. 

Sherrill,  Stephen  H. ,ma j . ,S.C. . . 
Mrs.  Sherrill. 

Sherry,  Bertram  J.,maj .,3.C 

Mrs.  Sherry. 

Shlngler , Don  G. ,capt. ,C.E 

Mrs.  Shlngler. 

Mrs.  J.  J.  Shlngler. 

Shipley , Wayne  D. ,capt. ,V.C 

Mrs.  Shipley. 

Shipp,  William  E. , It. col. , (Cav. ) 
G.S.C. 

Sibert , Edwin  L. , capt.,  F.A 

Mrs.  Sibert. 

Sichi,  William  T. ,capt. ,M.C 

Mrs.  Sichi. 

Slefert,  William  H.  .lt.col.  ,D.C. 
Mrs.  Siefert. 

Siler,  Joseph  F.  ,col.  ,M.C 

Mrs.  Siler. 

Silkman,  John  M. ,maJ.,C. E. 

Mrs.  Silkman. 


Room  3436,  Munitions  Bldg. 
A.  W.  * 

Room  3432,  Munitions  Bldg. 
Room  512,  District  Bldg... 

Army  Veterinary  School.... 

Room  503,  Winder  Bldg 

A.  W.  C 

W.  R.  G.  H. 

Room  1131,  Munitions  Bldg. 

Amor  Medical  School 

Room  2524,  Munitions  Bldg. 


1245 
Br.  1561 

NA  8772 

Br.  1956 

(NA  6000) 
(Br.  137) 

GE  1000 

Br.  1507 

NA  8772 

GE  1000 

Br.  1420 

GE  1000 

Br.  1758 


1400  Ingraham  St.  ,NW 

3205  Cleveland  Ave.  ,NW. ... 

6225  30th  St. ,NW 

3505  Porter  St.,NW 


GE  1861 
EM  8253 
WO  4413 
EM  8096 


7300  Georgia  Ave. ,NW 

The  Kennedy- Warren,  3133 
Connecticut  Ave.  ,NW. 

332.1  Cleveland  Ave . ,NW. . . . 

1537  East  West  Highway, 
Silver  Spring,  Md. 

4418  Q St. ,NW 

7059  Alaska  Ave. ,NW. ... ... 

3517  Ordway  St.,NW 


GE  5884 
AD  3950 
EM  8273 
SH  4942-J 
EM  1311 
GE  1000 
EM  1766 
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Name,  rank,  arm  or  service 

Office  address  and  telephone 

Residence  and  telephone 

Simnonds,  Nathaniel  L.  ,maj  . , 

Room  2401,  Munitions  Bldg. 

Br.  2193 

Woodley  Park  Towers,  2737 

AD 

8144 

(Q.M.C.).N.G.B. 

Devonshire  Place, NW. 

Mrs.  Simmonds. 

Simons,  Ralph  H. , It. col.  ,M.C. . . 

He  Gw  H »*»»•#•* weeewee# 

GE  1000 

6811  9th  St . ,NW 

GE 

2999 

Mrs.  Simoons. 

Simpson,  Bethel  W.  ,lt  .col.  ,C.D. . 

Room  3056,  Munitions  Bldg. 

HR.  1925 

2605  South  Joyce  St. , 

JA 

1604 

Mrs.  Simpson. 

Arlington,  Fa. 

Miss  May  Simpson. 

Miss  Annis  Byrne. 

Simpson,  French  C.  ,imj  . ,Q.M.C... 

Room  2115,  Munitions  Bldg. 

Br.  1714 

2922  Newark  St.,NW 

m 

8688 

Mrs.  Simpson. 

Simpson,  Lawrence  L.  ,mej.  ,Q.M.C  . 

Room  3501,  Munitions  Bldg. 

Br.  1472 

Broadmoor  Apartments, 

wo 

6900 

Mrs.  Simpson. 

3601  Connect!  cut  Ave . ,NW. 

Simpson,  WiUian  H.  ,col.  ,Inf. . . . 

Aw  W*  Cwww  ewww  wwww  wwwww  www 

NA  8772 

Army  War  College 

NA 

877  2 

Mrs.  Simpson. 

Skelton,  Oscar  G. , It. col.  ,D.C. . . 

W.  R.  G.  H. 

GE  1000 

WO 

6900 

Mrs.  SkBlton. 

*Slaker , A^atti  , col . . 

Retired 

ME 

5707 

St.,HW. 

Slauson , Kinsley  W. ,maj . ,Q.M.C . . 

Bolling  Field,  D.  C 

AT  8080 

Bolling  Field,  D.  C 

AT 

8080 

Mrs.  Slauson. 

Miss  Janet  Slauson. 

Miss  Barbara  Slauson. 

Miss  Frances  Slauson. 

*Slavens,  Thomas  H. , brig. gen.. . . 

Retired.. 

2230  California  St.,NW 

PO 

3651- 

Mrs.  Slavens. 

Sloat,  Jesse  I. , It. col.  ,M.C 

Wo  Hw  Gw  Hwwewwewwwweweeae 

GE  1000 

1308  Geranium  St.,NW 

RA 

3129 

Mrs.  Sloat. 

♦Small  j I „j  It  .COl.  .......  - 

Ret  iredw  - 

P.n  Ave.  , Hyatt 8- 

Miss  Marie  F.  Snail. 

ville,  Md. 

941 

Miss  Florence  F.  Small. 

1236  33rd  St. ,NW 

MI 

2257 

Mrs.  Smalley. 

*Smedberg,  William  R. , Jr., 

Retired. 

1810  Wyoming  Ave.  ,NW 

NO 

6148 

brig. gem. 

Mrs.  Smedberg. 

Ret  iredw 

1726  M St. ,NW.. 

Mrs.  Stadth. 

Hotel  Martinique. ......... 

DI 

4150 

Mrs.  Smith. 

2115  0 St . ,NW 

Br.  1321 

2930  33rd  Place ,NW 

WO 

9033 

Mrs.  Smith . 

Smith,  Frank  M.  ,maj  . ,A.G.D 

Room  260,  Dept,  of  State 

Br.  1949 

Marlyn  Apartments, 

m 

7755 

Mrs.  Smith. 

Bldg. 

Cathedral  Ave.  at  39th 

St.,NW. 

.qrrri  t.h  fll  Ann  V 9A  It.  M.A-fi 

GE  1000 

GE 

1000 

Mrs.  Smith 

Smith,  Henry  J.  M. , It. col.  ,Cav. . 

Room  3206,  Munitions  Bldg. 

Br.  2050 

4425  Volta  Place, NW 

WO 

0409 

Mrs.  aaith. 

Stalth,  Horace  B.  ,maj.,Inf 

Room  1032,  Munitions  Bldg. 

Br.  1002 

Wardman  Park  Hotel 

CO 

2000 

Mrs.  Benjamin  Smith. 

1424  16th  St. ,NV 

BE 

2021 

Mrs.  Smith. 

Staith,  John  Abdlel.lt. col. , 

Room  306 , Otis  Bldg. , 810 

Br.  1166 

The  Westchester,  4000 

m 

3673 

J «A«(j«D  e 

18th  St.,NW. 

Cathedral  Atb. ,NW. 

Mrs.  Smith. 

CH  3000 

Fort  Myer , Va 

CH 

3000 

Mrs.  Smith. 

Smith,  Leighton  N.  ,me  J . ,F  J) 

Room  3103,  Munitions  Bldg. 

Br.  1176 

5314  3 2d  St.  ,NW 

EM 

6216 

Mrs.  Smith. 

Miss  Joanna  C.  Smith. 

Smith,  Lowell  H.  ,ms j . ,A.C 

Room  2622,  Munitions  Bldg. 

Br.  1263 

The  Westchester,  4000 

Di 

7446 

Mrs.  Smith. 

Cathedral  Ave.  ,NW. 

Smith,  Luther  Stevens,  capt., 

Room  2058,  Munitions  Bldg. 

Br.  1182 

3823  Cathedral  Ave. ,KW. ... 

m 

6527 

A.C. 

Mrs.  Smith. 

Mrs.  C.  A.  Stowers. 

Smith,  Philip  J.  ,1  It.  ,Med-Res. . 

Ww  R w Gw  Hwwwwwwwwwewwwwww 

GE  1000 

6817  Georgia  Ave. ,NW 

RA 

0853 

Mrs.  Stall th. 
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Smith,  Ralph  C. , It. col. , (Inf . ) , 

Room  2650,  Munitions  Bldg. 

Er.  1976 

1602  44th  St.,NW 

EM 

1575 

GoS  • C • 

Mrs.  Smith. 

Smith,  Stuart  0. ,maj.,M.C 

Room  2523,  Munitions  Bldg. 

Br.  1758 

1203  Holly  St. ,NW 

RA 

5288 

Mrs.  Smith. 

* Sml  th  $ Tfromfifl  J.  , QOl«« 

Rati redA  . 

WO 

0764 

Smith,  Wallace  G.  ,maj. , (capt.  ) 

Room  2627,  BAinitions  Bldg. 

Br.  1312 

4000  Cathedral  Ave. ,NW. ... 

EM 

5926 

A«Ot 

Mrs.  Smith. 

Miss  Jeanne  Roland. 

*5!nrl  th  # W«1  ter  H«  jCOl.  ... 

Retired » 

1316  New  Hampshire  Ave., Nil 

NO 

3152 

Mrs.  Staith. 

Miss  Wilda  Smith. 

Staiith,  Wilson  T.  ,capt.  ,M.C 

Amy  Medical  School... .... 

GE  1000 

7019  Qearglfi  Ave.,NW 

GK 

3685 

Mrs.  Smith. 

Snodgrass,  Edgar  H. ,capt., 

Room  1715,  Munitions  Bldg. 

Br.  1313 

3212  Northampton  St.  ,NW. .. 

m 

5845 

J.A.G.D. 

Snow,  William  A. , It. col.  ,C.E.. . . 

Room  2804,  Munitions  Bldg. 

Br.  1483 

2818  36th  Place, NW 

m 

7733 

Mrs.  Snow. 

*Snnw  J WllUflm  X.  fmftj  - gen  ......  * 

Retired*  * 

2400  16th  St.,NW 

CO 

7200 

Mrs.  Snow. 

Snyder,  Howard  McC.  ,eol. , (M.C. ) , 

Room  2024,  Munitions  Bldg. 

Br.  1398 

2101  Connecticut  Ave.,NW. . 

DE 

6121 

N.G.B. 

Mrs.  Snyder. 

Soderholm,  Walter  H.  ,maJ.,O.D... 

Room  2514,  Munitions  Bldg. 

Br.  1758 

4422  Greenwich  Parkway  ,NW. 

m 

6058 

Mrs.  Soderholm. 

Sender,  Charles  G. , It. col. ,M.C .. 

Room  1825,  Munitions  Bldg. 

to.  1242 

5325  Reno  Road,  NW. 

WO 

4266 

Mrs.  Souder. 

Miss  Souder. 

Port  WflfiM « gton g ufl--..... 

A1  at.  1 MS 

Mrs.  Southard. 

1245 

Miss  Viola  Tyler. 

Miss  Elizabeth  Burgess. 

Spalding,  Sidney  P. , It. col. ,0.D. 

Room  3736,  limit  ions  Bldg. 

to.  1764 

R.F.D.  #2,  Herndon,  Va.... 

Sparks,  Leonard  C. ,eol. , (F.A.) , 

Room  302,  Winder  Bldg 

to.  1692 

The  Broadmoor,  3601 

10 

6900 

Gr*S«C« 

Connecticut  Ave. ,NW. 

Mrs.  Sparks. 

Spaulding,  Oliver  L. , col. , F.A. . . 

Room  H-325,  Bldg.  S,  6th 

to.  1065 

1870  Wyoming  Ave. ,NW 

DE 

1880 

Mrs.  Spaulding. 

St.  aid  Adams  Drlve,SW. 

Ing  9 Thnimg  M«fOOl 

Reti  red  ........ 

1302  18th  St . ,NW 

PO 

6417 

Mrs.  Speulding. 

CH  3000 

Port  My©rf  Va* 

GH 

3000 

Mrs.  Sperry. 

Springer,  Robert  M. , capt . , 

Room  308,  Otis  Bldg.,  810 

to.  1443 

1709  North  Adams  St. , 

CH 

5675 

J.A.G.D. 

18th  St. , NW. 

Arlington,  Va. 

Mrs.  Springer. 

Spruit,  Charles  B.  ,lt. col.  ,M.C.. 

Room  1807,  Munitions  Bldg. 

to.  1775 

3630  Garfield  St. ,NW 

10 

3002 

Mrs.  Spruit. 

_ J@31.0a  W.  9aapt . . 

Room  2624,  limit  ions  Bldg. 

to.  1263 

3338  Military  Hoad.NW....  „ . 

WO 

8946 

Mrs.  Spry. 

Standlee,  Earle,  maj.,M.C 

Room  3623,  Munitions  Bldg. 

to.  2398 

6704  6th  St.  ,NW.. ..... 

GE 

8816 

Mrs.  Standlee. 

qrs.  3,  U.  S.  Soldiers' 

AD 

9100 

Mrs,  Stanley. 

Horae. 

Retired. 

1702  North  Troy  St. , 

CH 

2000 

Mrs.  Stanley. 

Colonial  Village, 

Arlington,  Va. 

Starr,  Rupert  E. ,oapt. ,C.A.C. . . . 

A«  We  Caaaea  •#•••••#•«•••• 

NA  8772 

3512  36th  St. ,NW. 

Si 

0264 

Mrs.  Starr. 

Stager,  John  0. ,col. ,A.G.D 

Room  1449,  Munitions  Bldg. 

to.  1739 

The  Westchester,  4000 

10 

4721 

Mrs.  Steger. 

Cathedral  Ave.,NW. 

Steinkolk,  Frank  B. , It. col.  ,V.C. 

Room  1804,  Munitions  Bldg. 

to.  2295 

1803  37th  St. ,NW 

wo 

8108 

Stepczyk,  Frank, 2d  It.  .M.A.C.. .. 

We  Re  G e Soeeeeeeo  ••••#••« 

GE  1000 

Army  Medical  Center 

GE 

1000 

Mrs.  Stepczyk. 

Sterrett,  Robert,  col.  ,Q.M.C... . 

V.  q.  M.  D.,  Room  24,  24th 

to.  1102 

3673  Upton  St.  ,NW.. . ...... 

Si 

1237 

Mrs.  Sterrett. 

and  M Sts.  ,NW. 

*3tetekluh,  George,  aaj 

Room  3235,  Munitions  Bldg. 

to.  1480 

1308  23d  St.  .South, 

JA 

1867-14 

Mrs.  Stetekluh. 

Arlington,  Va. 

* Stewart , Frederick  W. , It.  col... 

Retired 

The  Uendota,  2220  20th  St. 

NW. 
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Stodter,  Charles  S.  ,capt. 

Mrs.  Stodter. 

♦Stokes,  Marcus  B. , col... 
Mrs.  Stokes. 


,S.C.... 


A.  W. 


C 


NA 


Retired 


Stokes,  Orville  N.  ,2d  lt.,F.A.... 

♦Stone,  Edward  R. ,col 

Mrs.  Stone. 

Stout,  Robert  Paul, It. col. , 
(Cav-Res. ) ,G.S.C. 

Tire.  Stout. 


Fort  Myer,  Va 

Reti red 

Room  321,  Winder  Bldg.... 


CH 

Br. 


Residence  and  telephone 

877  2 

4415  Q St. ,NW 

2M  1919 

The  Highlands,  Connecticut 
Ave.  and  California  St., 

NW. 

NO  1240 

3000 

Fart  Myer,  Va 

CH  3000 

1881  Newton  St. ,NW 

AD  3024-M 

1280 

2933  Cathedral  Ave.,NW.... 

AD  8149 

Stout,  Roy  A.  ,lt.  col.  ,D.C 

♦Straat,  John  N.  ,col 

Mrs.  Straat. 

Strahm,  Victor  H.  ,dbJ.,A.C 

Mrs.  Strahm. 

Stratemeyer,  George  E. , It. col., 
A.C. 

Mrs.  Stratemeyer. 

Streett,  St.  Clair,  maj.(A.C.), 
G.S.C. 

Mrs.  Streett. 

Strohbehn,  Edward  L. ,capt. ,F.A.. 
Mrs.  Strohbehn. 

Strong,  Alden  G.  ,lt  .col.  ,C.A  .C. , 
Mrs.  Strong. 

Strong,  George  V. , brig. gen. , 
Asst.  C.  of  S. 

Mrs.  Strong. 

Strong,  Robert  W. , It. col. ,(Cav. ) 
G.S.C. 


W.  R.  G.  H. 

Ret ired 

A.  W • C.« ...... .......... 

A.  W.  C.». ....... ........ 

Room  413,  Winder  Bldg.... 

Fort  Myer , Va 

Room  1028,  Munitions  Bldg. 
Room  406,  Winder  Bldg 

Room  522,  Winder  Bldg..... 


GE  1000 

NA  8772 
NA  8772 

Br.  1064 

CH  3000 
Br.  1053 
Br,  1304 

Br.  1612 


Wardman  Park  Hotel 

The  Kennedy- Warren,  3133 
Connecticut  Ave. ,NW. 

The  Marlyn,  3000  39th  St., 
NW. 

2914  29th  St. ,NW 


CO  2000 
AD  2137-J 

m 3546 

CO  3635 


406  Fairfax  Road,  Bethesda, 
Md. 


WX  3662 


Fort  Myer,  Va 

2301  Connecticut  Ave.,NW.. 
3804  Fulton  St.  ,NW 


CH  3000 
DU  1431 
EM  0920 


3227  KLingle  Road,  NW, 


WO  2318 


Mrs.  Strong. 

Stuart , LaRhett  L. , It . col . , 
(C.A.C.),  G.S.C. 

Mrs.  Stuart. 

♦Sullivan,  Gerald  J.  ,1  It 

Mrs.  Sullivan. 

Sumners,  Owen,  maj.,lnf 

Mrs.  Sumners. 

Sunderland,  Archibald  H.  ,maj. 
gen. , C.  of  C.  A. 

Mrs.  Sunderland. 

Miss  Sunderland. 

Surles,  Alexander  D. , It. col. , 

( Cav. ) , G.S.C. 

Mrs.  Surles. 

Svihra , Albert , capt. ,(F.A. ) , 
Jfl^s.3vihra. 

♦Swan,  Daniel  N. , It. col 

Mrs.  Swan. 

Swift,  Ira  P.  , capt., Cav 

Mrs.  Swift. 

Swindler,  Henry  0. ,maj . ,Inf . . . . 
Mrs.  Swindler. 

♦Symmonds,  Charles  J., brig. gen. 
Mrs.  Symnonds. 

Szllagyi,  Nicholas,  maj.,(Inf.) 
N.G.B. 


Mrs.  Szllagyi. 

Taber,  John  H. ,1  lt.,M.C 

Mrs.  Taber. 

♦Tanner,  Earle  W. ,col 

Tansey,  Patrick  H. , capt. ,C.F.. . 
Mrs.  Tansey. 

Tate,  James  Edward,  1 It.  ,Med- 
Res. 

Tate,  Ralph  H. ,capt. ,C.W.S 

Mrs.  Tate. 

Taylor,  Clarence  L.  ,capt.  ,V.C.. 
Mrs.  Taylor. 

Taylor,  Galen  M. ,eapt.,0.D 

Mrs.  Taylor . 


Room  418,  Winder  Bldg 


Br.  1291 


Retired. 

A.  W.  C NA  8772 

Room  3022,  Munitions  Bldg.  Br.  2072 


Room  229,  Dept,  of  State 
Bldg. 


(Br.  1438) 
(Br.  1425) 


Room  308,  Otis  Bldg.,  810 
18th  St. ,NW, 

Retired 


Br.  1166 


A.  W.  C 


NA  8772 


Room  H-137 , Bldg.  E,  6th  (DI  2200) 
St.  and  Adams  Drive, SW.  (Br.  315) 
Retired 


Room  2416,  Munitions  Bldg. 


Br.  1070 


Army  Medical  School 

Retired 

Room  518,  District  Bldg... 

W.  R.  G.  H 

A.  W.  C 

Fort  Myer,  Va 

Room  2526,  Munitions  Bldg. 


GE  1000 

NA  6000 
GE  1000 
NA  8772 
CH  3000 
Br.  1758 


3325  Quebec  Place, NW. 


811  Maple  Lane,  Silver 
Spring,  Md. 

The  Kennedy- Warren,  3133 
Connecticut  Ave.,NW. 

2101  Connecticut  Ave. ,NW. . 


1542  44th  St.  ,NW, 


510  Lee  Blvd. , Falls 
Church,  Va. 

The  Kennedy-Warren,  3133 
Connecticut  Ave.,NW. 

3518  34th  St. ,NW 

3901  Connecticut  Ave.  ,NW. . 

209  Elm  St.,  Chevy  Chase, 
Md. 

3715  Ingomar  St . ,NW. 


1119  Fern  St.  ,NW 

4917  47th  St. ,NW 

1805  37th  St. ,NW 


7508  Georgia  Ave.  ,NW. 
2825  Bellevue  Terrace 

Fort  Myer,  Va 

3826  Van  Ness  St. ,NW. 


NW. 


EM 

5182 

SH 

5293 

CO 

4978 

NO 

3965 

2081 

Falls  Ch. 

1738 
AD  3913 

m 

5974 

wo 

6728 

WI 

3333 

wo 

2618 

GE 

4341 

WO 

7576 

GE 

2711 

WO 

2052 

CH 

3000 

EM 

14' 20 
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*Taylor , John  R.  M.  ,col 

Retired. 

The  Kedriek,  1801  K St.,NW. 

DI 

8336 

Taylor,  Robert  L.  ,eapt.  ,F .A. . . . . 

For  t My er ; Va 

CH  3000 

CH 

3000 

Mrs.  Taylor. 

* Taylor  Sydney  , col- ........  «, 

Retired 

LaSalle  Apartments,  1028 
Connecticut  Ave. ,NW. 

ME 

2161 

Mrs.  Taylor  Morrison. 

Taylor,  Victor  V. ,lt .col. .A.G.D. 

A.  W.  C 

NA  8772 

2644  South  Lynn  St . , 

JA 

1625-W 

Mrs.  Taylor. 

Arlington,  Va. 

Teale,  Willis  E. ,maj.,C.E 

Room  2064,  Munitions  Bldg. 

(Br.  2103) 

4400  P St.,NW. 

EM 

6836 

Mrs.  Teale. 

(Br.  1062) 

Tenney,  Clesen  H. , It. col. ,C.A.C. 

Room  242,  D®pt.  of  State 

Br.  1076 

3820  Jocelyn  St.,NW 

WO 

1395 

Mrs.  Tenney. 

Miss  Ruth  C.  Tenney. 

Bldg. 

Terrell,  Henry,  Jr. , It  .col. 

Room  419,  Winder  Bldg 

Br.  1148 

The  Kennedy- Warren , 3133 

AD 

7825 

(Inf.) , G.S.C. 

Connecticut  Ave.  ,NW. 

Brs.  Terrell. 

Tester,  Gordon  E. ,capt.,C.E 

Walker-Johnson  Bldg. , 1734 

(DI  2310) 

Belle  Haven  Apartments, 

Alex. 

Mrs.  Text  or . 

New  York  Ave.  ,NW. 

(Br.  653) 

Alexandria,  Va. 

2382-J 

1618  South  Arlington  Ridge 
Road,  Arlington,  Va. 

JA 

1898-J 

Mrs,  Thiessen. 

Thanas,  Alfred  R. , Jr. , It. col. , 
M.C. 

Mrs.  Thomas. 

GE  1000 

4420  Volta  Place  ,NW. ...... 

EM 

4804 

Thonas,  Elmer  G.  ,maj . ,<^.M,C 

Room  2336,  Munitions  Bldg. 

Br.  2154 

20  North  Highland  Ave. , 

CH 

6269 

Mrs.  Thomas. 

Arlington,  Va. 

Thomas,  Robert  S.,eol.,C.E 

Room  1068,  Navy  Bldg 

Br.  1747 

Residence-Accotink,  Va... 

Lorton 

Mrs.  Thomas. 

Post  Office-Lorton,  Va... 

ll-F-32 

Thompson,  Arthur  H. ,oapt. ,H,C. . . 
Mrs.  Thompson. 

GE  1000 

8407  16th  St. ,NW. .Silver 

SH 

5702-J 

Spring,  Md. 

Thompson,  Arvo  T.  ,capt.  ,V.C..  . .. 

Army  Veterinary  School.... 

GE  1000 

303  Baltimore  Ave . , Takoma 

SH  4621-S 

Mrs.  Thompson. 

Park,  Md. 

Thompson,  Charles  F. , brig. gen. . . 

Room  217,  Dept,  of  State 

Br.  1278 

2400  16th  St . ,NW 

CO 

8713 

Mrs.  Thompson. 

Miss  Barbara  Thompson , 

Bldg. 

Thompson,  Ralph  M,  ,capt. ,M.C. . . . 

Army  Medical  

Br.  1811 

641  6 9th  St.  ,NW 

GE 

1853 

Mrs.  Thompson. 

1112  Stratton  Road,  Mont- 

Thome,  Frederic  H. , it. col.  ,M.C  . 

W.  R.  G.  H 

GE  1000 

SH 

3420-J 

Mrs.  Thorne. 

gomery  Hills , Silver 
Spring , Md. 

Thornton,  Richard  B.  ,capt., 

Room  2535,  Munitions  Bldg. 

Br.  1758 

The  Highlands , 1914  Con- 

NO 

1240 

Q.M.C. 

necticut  Ave.  ,NW. 

Mrs.  Thornton. 

Mrs.  Esther ine  B.  Thornton. 

* 

Thornton,  Thomas  iluaife,  It. col. 

Room  2650,  Munitions  Bldg. 

Br.  1976 

The  Kennedy-Warren , 3133 

AD 

7356 

(Inf.  ,N.G.,U.S.),  G.S.C. 

Connecticut  Ave. ,NW. 

Tillman,  John  P. ,maj . ,F.D 

Room  1024,  Munitions  Bldg. 

Br.  1262 

3917  Benton  St. ,NW 

EM 

6015 

Mrs.  Tillman. 

6590 

Timothy,  Patrick  H. ,capt. ,C.E. .. 

Room  2060,  Munitions  Bldg. 

Br.  1832 

1725  New  Hampshire  Ave.,NW 

DU 

Mrs.  Timothy. 

5311 

Tindall,  Richard  G. ,maj . ,Inf . . . . 

Room  3025,  Munitions  Bldg. 

Br.  1875 

520  North  Oakland  3t . , 

CH 

Mrs.  Tindall. 

Arlington,  Va. 

4419 

Tinker,  Clarence  L. , col., (It. 

Room  2402,  Munitions  Bldg. 

Br.  1407 

3616  Albemarle  St. , 

CH 

col.)  ,(A.C.),N.G.B. 

Arlington,  Va. 

Mrs.  Tinker. 

Tlnley,  Philip  C.,2d  It., Inf.... 

Alex. 

Fort  Washington,  Mi....... 

Alexel245 

Mrs.  Tlnley. 

1245 

1841 

*Todd,  Henry  D.,  Jr. ,maj .gen. . . . 
Mrs.  Todd. 

The  Dresden,  2126  Connec- 

DU 

ticut  Ave. ,NW. 

Todd,  William  A. , Jr.  ,capt . ,M.C. 
Mrs.  Todd, 

GE  1000 

7208  Blair  Road  , NW. ...... 

8128 

Tombaugh,  Paul  E.  ,lt  .col.  ,(Inf , , 
N.G„  U.S.),  G.S.C. 

Br.  1123 

2929  Connecticut  Ave. ,NW. . 

AD 

6500 

Mrs.  Tombaugh. 

WO 

5327 

Torrey,  Daniel  H. , It , col.  ,A.G.D. 

Room  260,  Dept,  of  State 

Br.  1949 

2800  35th  St.  ,NW 

Mrs.  Torrey. 

Mrs.  Alice  Torrey  Griffith. 

Bldg. 

Totten,  James,  col.,A.G.D. 

Room  H-2Q5,  Bldg.  E,  6th 
St.  and  Adams  Drive,  SW. 

Br.  2128 

1870  Wyoming  Ave. ,NW 

DE 

1880 

Mrs.  Totten. 

Fort  Myer , Va 

Totten,  James  W.  ,1  It.  ,F.A.  .Aide 

Room  1032,  l&mlt  ions  Bldg. 

Br.  1002 

CH 

3000 

to  Brig. Gen.  Maxwell  Murray. 
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Name,  rank,  arm  or  service 

Office  address  and  telephone 

Residence  and  telephone 

♦Townsend,  Curtis  McD.,col 

Retired 

1801  K St.  ,NW 

DI 

8336 

Trapnell,  Thomas  J.  H.  ,eart.,  Cav. 

Fort  Myer,  Va 

CH  3000 

CH 

3000 

Mrs.  Trapnell. 

♦Treat,  Charles  G.  .msj.gen 

Ret  ired 

Iftlft  19th  St.  NW 

NO 

8248 

Mrs.  Treat. 

♦Trent,  Grant  T.,col.. 

Retired. 

DE 

0800 

Mrs.  Trent . 

♦Trlnder,  John  H. ,]  t.ool 

Retired. 

The  Heatherington,  1421 

RE 

6221 

Mrs.  Trinder . 

Massachusetts  Ave.,NW. 

Tripp,  Robert  C.,1  lt.,C.E 

Room  1068,  Navy  Bldg 

Br.  1746 

408  West  Howell  St . , 

Alex. 

Alexandria,  Va. 

439-R 

♦Tschappat , William  H. .maj.gen. . 

Retired 

Great  Falls  St.  and  Kirby 

Falls  Ch. 

Mrs.  Tschappat. 

Road, East  Falls  Church, 

1221 

Turnbull,  Samuel  J.,col. ,M.C.... 

George  Washington  Univer- 

(ME  1930) 

V8io 

34  West  Kirke  St . , Chevy 

wi 

7178 

Mrs.  Turnbull. 

sity. 

(Br.  62) 

Chase,  Mi. 

Miss  Helen  Denham  Turnbull. 

Miss  Betty  Turnbull. 

Turner,  Howard  M.  ,eapt.,A.C 

Bolling  Field,  D.  C 

AT  8080 

Bolling  Field,  D.  C. 

AT 

8080 

♦Turner,  Reeve,  It. col.... ...... 

Retired 

CH 

3355 

Mrs.  Turner. 

Arlington,  Va. 

Twaddle,  Harry  L. , It. col. , (Inf , ) 

Room  324,  Winder  Bldg.... 

Br.  1003 

737  Allison  St. ,NW. 

GE 

3816 

G.S.C. 

Mrs.  Twaddle. 

Tyler,  Max  C. , brig. gen. , Asst,  to 

Room  2802,  Munitions  Bldg. 

Br.  2093 

Anny  and  Navy  Club,  17th 

NA 

8400 

the  C.  of  E. 

and  I Sts.,  NW. 

Tyner,  George  P. ,brig«gen, ,Asst. 

Rocta  306,  Winder  Bldg.,,.. 

Br.  1651 

1718  Hoban  Road.NW 

WO 

4442 

C • of  S. 

Mrs.  Tyner. 

Tynes,  Achilles  L.  ,capt.  ,M.C  .. . . 

We  Re  Go  Heeeeeeeeeeeeoeee 

GE  1000 

903  Highland  Drive, 

SH  5177-W 

Mrs.  Tynes. 

Silver  Spring,  Md. 

Ullo,  Janes  A. ,col. .A.G.D 

Room  254,  Dept,  of  State 

Br.  1140 

Amy  and  Navy  Club,  17th 

NA 

8400 

Bldg. 

and  I Sts. ,NW. 

Underwood,  Jean  R. , It. col. ,V.C.. 

Army  Veterinary  School.... 

GE  1000 

1200  Juniper  St . ,NW. ...... 

RA 

4119 

Mrs.  Underwood. 

Ungethuem,  Walter  J. ,maj . ,C.W.S. 

Room  2535,  Munitions  Bldg. 

Br.  1758 

217  Prospect  St.,  Chevy 

WI 

3479-R 

Mrs.  Ungethuen. 

Chase,  Md. 

Unmaeht,  George  F.  ,maj  . , C.W.S. . . 

Room  3510,  Munitions  Bldg. 

Br.  1454 

135  Glenbrook  Road , Battery 

WI 

7039 

Mrs.  Unmaeht. 

Park,  Betheeda,  Md. 

Upston,  John  E.,meJ.,A.C 

A.  W.  C 

NA  8772 

3930  Connecticut  Ave.  ,NW. . 

WO 

5334 

Mrs.  Upston. 

Usher,  George  L. , It. col.  (maj . ) , 

Room  2606,  Munitions  Bldg. 

Br.  1880 

Woodmont  Road,  Belle 

Alex. 

A.C. 

Haven,  Alexandria,  Va. 

1659-J 

Mrs.  Usher. 

Valliant,  Rigby  D., It. col., 

Room  3521,  Munitions  Bldg. 

Br.  1605 

Vienna,  Va., 

Vienna 

Q.M.C. 

144 

Mrs.  Valliant. 

Vandenberg,  Hoyt  S.  ,capt . ,A.C. . . 

A.  W.  C 

NA  8772 

Westchester  Apartments.... 

im 

0542 

Mrs.  Vandenberg. 

Van  Deusen  , Edwin  S.  ,ma  J.  ,Q.M.C. 

Room  2535,  Munitions  Bldg. 

Br,  1758 

5521  Chevy  Chase  Parkway, 

WO 

3768 

Mrs.  Van  Deusen. 

NW, 

Mrs,  Susa  S.  Van  Deusen. 

Van  Vllet,  John  H. , Jr., 2d  It., 

Fort  Washington,  Mi. 

Alex. 

Fort  Washington,  Mi 

Alex. 

Inf. 

1245 

1245 

Vaughan,  Harry  B. , Jr. ,maj . ,C.E. . 

Room  308,  #2  New  York  Ave. 

Br.  1292 

4458  Q St., NS....,  ........ 

EM 

6885 

Mrs.  Vaughan. 

NW. 

1424  Van  Buren  St. ,NW, .... 

GE 

4262 

Mrs.  Vedder. 

Vedder,  Henry  C.,  1 lt.,M.C 

Army  Medleal  School 

GE  1000 

1424  Van  Buren  St,,NW 

GE 

4262 

Vlglione,  Francis  F.  ,1  lt.,M.C.. 

Army  Medical  School 

GE  1000 

7110  7th  St . ,NW. 

RA 

5010 

Vinson,  Wilbur  H.  ,capt.,Inf 

Room  2517,  Munitions  Bldg. 

Br.  1758 

2701  Connecticut  Ave.,NW. . 

CO 

10241 

Mrs.  Vinson. 

Violante,  Andre  L.  ,msj.  ,Q  Ji.C. . . 

Room  2334,  Munitions  Bldg. 

Br.  1414 

37  55  W St.  ,NW 

EM 

5384 

Mrs.  Violante. 

Von  Holtzendorff , John  D. , It. col. 

A.  W.  C..., 

NA  8772 

2342  South  Meade  St. , 

JA 

1588 

f.a. 

Arlington,  Va. 

Mrs,  Von  Holtzendorff. 

CH  3000 

Fort  Myer,  Va 

CH 

3000 

♦Wade,  John  P.,eol 

Retired. 

U.  3.  Soldiers'  Home,  D.C. 

AD 

9100 
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Wahl,  George  D.  ,inaj.  ,F  .A.. . . . . . . 

Mrs.  Wail. 

Room  2524 , Munitions  Bldg. 

Br. 

1758 

3527  Quebec  St.,NW 

EM  1205 

Walk,  Arthur  R.  ,maj  . ,Inf. 

Mrs.  Walk. 

*Walker,  Benzie  W.  ,maj.gen 

A.  W.  C 

Retired 

NA 

8772 

2116  37th  St.,NW, 

2540  Massachusetts  Ave. , 
NW. 

EM  6989 
PO  4238 

Walker,  Samuel  P. ,eapt . ,Cav. .... 
Mrs.  Walker. 

Mrs.  A.  M.  Buckner. 

A«  Wo  Ceeee*********  '•••••• 

NA 

877  2 

3133  Oliver  St.  ,NW 

WO  3923 

Walker,  Walton  H.  ,lt  .col. , (Inf . ) 
G.S.C. 

Mrs.  Walker. 

Mrs.  S8m  S.  Walker. 

♦Wallace  William  B. , col. ....... . 

Mrs.  Wallace. 

Room  412,  Winder  Bldg..... 
Retired 

Br. 

1020 

2101  Connecticut  Ave.,NW. . 

224  Clerk  St.,  Northwood 
Park,  Silver  Spring,  Mi. 

DU  6327 
SH  5507 -J 

Wellington,  Edward  C,,  It  .col., 
C ,W.  S. 

Miss  Marjorie  Wallington. 

Room  3052,  Munitions  Bldg. 

3r. 

2256 

3545  Quebec  St. ,NW 

WO  3248 

Wallis  , Luther  D.  ,capt . ,Inf. .-. . . 
Mrs.  Wallis. 

A.  W.  C 

NA 

8772 

The  Kennedy- Warren , 3133 
Connecticut  Ave.,NW. 

CO  1856 

Walsh,  Robert  LeG. ,lt.col.,A.C. . 
Mrs.  Walsh. 

Room  2535,  Munitions  Bldg. 

Br. 

1758 

2204  Decatur  Place,  NW. ... 

NO  1060 

Walsh,  Roland  F. , It. col.  ,Q «M.C. . 
Mrs.  Walsh. 

Room  2137,  Munitions  Bldg. 

Br. 

1141 

3030  Macomb  St.,NW 

WO  0550 

Walson,  Charles  M. , col.  ,M.C 

Mrs,  Walson. 

Mi®  Elizabeth  Walson. 

Room  1813,  Munitions  Bldg. 

Br. 

1972 

3020  Tilden  St. ,NW 

WO  9002 

Walter,  Edward  H.  ,oapt.,C.E 

Mrs.  Walter. 

National  Guard  Armory,  6th 
St.  and  Pennsylvania 
Ave. ,NW. 

ME 

5519 

814  Randolph  St. ,NW 

CO  8607 -W 

Walters,  Elsmere  J.  ,capt.  ,Q.M.C. 
Mrs.  Walters. 

Room  2337,  Munitions  Bldg. 

Br. 

1103 

1371  Hamilton  St. ,NW 

RA  3196 

Wamamaker,  William  W.  ,capt.,C. E. 
Mrs.  Wanamaker. 

Room  2836,  Munitions  Bldg. 

Br. 

1315 

3714  Warren  St.,NW. 

WO  9139 

Ward,  J.  Moultrie,  maj.,Q.M.C. .. 
Mrs.  Edith  Lockwood. 

Room  2324,  Munitions  Bldg. 

Br. 

1429 

19  Vernon  Terrace,  Belle 
Haven,  Alexandria,  Va. 

TE  3831 

Ward,  Orlando,  It .ool. ,(F.A.) 
G.S  ,C . 

Mrs.  Ward. 

Room  221,  Dept,  of  State 
Bldg. 

Br. 

2183 

3500  Macomb  St.,NW 

m 5657 

Warfield,  Augustus  B. , brig. gen. , 
Asst,  to  The  Q.M.G. 

Mrs.  Warfield. 

Room  2010,  Munitions  Bldg. 

Br, 

1404 

106  South  Lee  St.,  Alex- 
andria, Va. 

Alex.  3188 

Warfield,  Charles  Lamoreaux,  1 
It. , QM-Res. 

W.  Q.  M.  D. , Room  3,  24th 
and  M Sts. ,NW. 

Br. 

1152 

106  South  Lee  St.,  Alex» 
andria,  Va. 

Alex.  3188 

Warren,  George  S, , It. col.  , (ma  j. ) 
A.C. 

Mrs.  Warren. 

Room  2616,  Munitions  Bldg. 

Br. 

2259 

2601  36th  St.,NW 

EM  1164 

Warren,  Webster  H. ,maj . ,C.A.C.. . 
Mrs.  Warren. 

Room  3208,  Munitions  Bldg. 

Br. 

2206 

4413  Volta  Place, NW 

WO  1107 

Watson,  Edwin  M. , col.  ,F.A. , Aide 
to  the  President. 

Mrs.  Watson. 

♦Watson,  Frank  B. , brig. gen. .. . .. 

Mrs.  Watson. 

♦Watson,  James  T. , col.... ...... . 

Miss  Sarah  T.  Watson. 

Miss  Mary  T.  Watson. 

Room  219,  Dept,  of  State 
Bldg. 

Retired. 

Reti  red 

Br. 

1656 

The  Kennedy -Warren , 3133 
Connecticut  Ave. ,NW. 

3901  Connecticut  Ave. ,NW. . 

3464  Macomb  St.  ,NW 

AD  7318 

EM  9306 
EM  3765 

Watson,  James  T. , Jr.  ,maj.  ,3.C.. 
Mrs,  Watson. 

Room  3030,  Munitions  Bldg. 

Br. 

2087 

3619  Van  Ness  St.,NW 

WO  3363 

Watson,  Joel  F.  ,maj  . .J.A.G.D.. .. 
Mrs,  Watson. 

Room  606,  Otis  Bldg.,  810 
18th  St . ,NW. 

Br. 

1630 

1870  Wyoming  Avs. ,NW 

DE  1880 

Watson,  Leroy  H.  ,lt  .col. , (laf . ) 
G.S.C. 

Mrs.  Watson. 

Miss  Peggy  Watson. 

Room  420,  Winder  Bldg..... 

Br. 

1829 

4519  Garrison  St.  ,NW 

WO  7274 

Watt , David  A.  ,maj  . ,A.G.D 

Mrs.  Watt. 

Room  225,  Dept,  of  State 
Bldg. 

Br. 

1131 

301  Woodland  Terrace, 
Alexandria,  Va. 

Alex. 4359 

Weart,  Douglas  L. , It. col.  ,C.E... 
Mrs.  Weart . 

A.  W.  C 

m 

8772 

4424  Q St. ,NW 

Hi  3714 
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Name,  rank,  arm  or  service 

Office  address  and  telephone 

Residence  and  telephone 

Weaver,  Joseph  0.  ,eapt.  ,M.C 

Army  Medical  School 

GE  1000 

404  Aspen  St. ,NW. 

GE 

5953 

Mrs,  Weaver. 

*Webb,  Arthur  L.  , It. col 

Ret  ired. 

445  Park  Rrmrt  NW.  . . 

CO 

3110-J 

Mrs.  Webb. 

Miss  Elinor  Webb. 

Webb,  William  C.,  Jr., It. col.. 

Room  1131,  Munitions  Bldg. 

Br.  1420 

1432  Whittier  St. ,NW 

RA 

5686 

Mrs.  Webb. 

Webster,  Robert  M.  ,maJ.,A.C 

Room  2621,  Munitions  Bldg. 

Br.  1191 

Westchester  Apartments.... 

Mrs.  Webster. 

Weed,  Thomas  J.  ,capt.  ,Q,.M.C 

Room  2303,  Munitions  Bldg. 

Br.  1051 

2121  New  York  Ave. ,NW 

NA 

6850 

Miss  Thelma  M.  Weed. 

Weeks,  John  Arthur,  capt.,Q.M.C. 

Room  2535,  Munitions  Bldg. 

Br.  1758 

1521  44th  St . ,NW 

WO 

5823 

Mrs.  Weeks . 

Weeks,  Lawrence  B. , It. col., 

A.  W.  C 

NA  8772 

3508  36th  St.  ,NW. ........ . 

EM 

3299 

C «A  *0  • 

Mrs.  Weeks. 

Wehr,  Arthur  J. ,maj.,S.C 

Room  2512,  Munitions  Bldg, 

Br.  1758 

4104  Military  Road,  NW. . . . 

m 

5369 

Mrs.  Wehr. 

Miss  Patricia  R.  Wehr. 

Weible,  Walter  L.  ,capt . ,C.A.C  .. . 

Room  2535,  Munitions  Bldg. 

Br.  1758 

4701  Connecticut  Ave.  ,NW. . 

m 

7452 

Mrs.  Weible . 

Miss  Geraldine  M.  Weible. 

Weidner,  Edward,  It. col.  .M.C.... 

W.  R.  G.  H.... 

GE  1000 

6707  Georgia  Ave.  ,NW. 

GE 

0376 

’‘Weinberg,  Max.maJ 

GE 

4827 

Mrs. Weinberg. 

fffll  <»n  j -Tpmpg  C*  , CBpt Inf „ 

FoT'fc  Washington  3 Md 

Alexo 

Fort  Washington , Md « * <, » <,  * « 

Alex.1?45 

Mrs.  Welch. 

1245 

2220  20th  St. ,NW, ......... 

Mrs.  Wells . 

Wells,  Paul  0. ,1  lt.,M.C 

Army  Medical  School 

GE  1000 

318  East  West  Highway, 

WI 

4335- J 

Mrs.  Wells . 

Chevy  Chase,  Ml. 

Wesson,  Charles  M.  ,maj  .gen. , C. 

Room  3075,  Munitions  Bldg. 

Br.  1462 

1406  34th  St.  ,NW 

MI 

0808 

of  0. 

Mrs.  Wesson. 

1750  16th  St. ,NW. ......... 

NO 

10474 

Retired*  

2101  Connecticut  Ave.  ,NW. . 

FO 

1122 

Mrs.  West . 

Westfall,  Chester  C. ,ma j. ,Inf .. . 

University  of  Maryland, 

® 3800 

15  Pine  St.,  College 

GR 

3031-J 

Mrs.  Westfall. 

College  Park,  Md. 

Heights,  Md. 

Miss  Jean  Westfall. 

Wetherill,  Ri chard, col. , Inf ... . 

Room  3604,  Munitions  Bldg. 

Br.  1212 

3718  Morrison  St. ,NW 

WO 

4194 

Mrs.  Wetherill. 

CH  3000 

CH 

3000 

Mrs.  Whalen. 

3427  Porter  St , ,NW. 

WO 

2494 

Mrs.  Wheeler. 

Miss  Mabel  G.  Seely. 

Wheeler,  Raymond  A.  ,lt  .col.  ,C.E. 

Room  2850,  Munitions  Bldg. 

Br.  1431 

2230  Cal  if  or  nia  St . ,NW. . . . 

DU 

0134 

Mrs.  Wheeler. 

3231  Garfield  St.,NW...... 

WO 

2459 

Mrs.  Whelan. 

Whipple,  Sherburne,  eol.^A.G.D. . 

Room  258,  Dept,  of  State 

Br.  1593 

3131  North  Bake  field  St., 

CH 

0910 

Mrs.  Whipple . 

Arlington,  7a. 

Miss  Sallie  B.  Whipple. 

^Whippier,  Frederic  R. , 1 It.... 

Retired 

Arlington  Nidge  Road, 

Mr 8.  Whippier. 

Arlington,  Va. 

The  Broadmoor,  3601  Con- 

EM 

7275 

nectieut  Ave.  ,NW. 

1631  Euclid  St. ,NW. 

CO 

8613 

Mrs.  White. 

White,  Claude  B. , 1 lt.,M.C 

Aray  Medical  School 

GE  1000 

1117  Fern  St.,NW 

RA 

3408 

16  Williams  St. , Rock- 

Rockville 

Mrs.  White. 

ville,  Md. 

259 

White,  Miller  G. , It . col . , { Inf . , 

Room  526,  Winder  Bldg 

Br.  1782 

3728  Fan  Ness  St. ,NW 

EM 

2898 

N.G.,  U.S.),  G.S.C. 

Mrs.  White. 

) Will  He  )ID&j  e pQeMeC  • e e • • • e 

Room  3051,  Monitions  Bldg. 

Br.  2036 

2802  Wisconsin  Ave.  ,NW. . . . 

EM 

8205 

Mrs.  White. 

Miss  Maiy-Ellen  White. 
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Office  address  and  telephone 

Residence  and  telephone 

White,  William  C. , llt.,M.C 

Mrs.  White. 

Army  Medical  School 

GE  1000 

7444  Georgia  Ave.  ,NW 

GE 

6808 

Whitehead,  Ennis  C. ,maj  . ,(  .A.C.)  , 
G.S.C. 

Mrs.  Whitehead. 

Room  510,  Winder  Bldg.... 

Br.  1615 

4541  Lowell  St. ,NW 

WO 

5973 

Whitlock,  Lester  J.  ,maj . ,(F.A.)  , 
G.S.C. 

Mrs.  Whitlock. 

Mrs.  Nichols. 

Room  308,  Winder  Bldg.... 

Br.  1240 

5601  Nebraska  Ave. ,NW. . . . 

WO 

1049 

*Whitraore,  Eugene  R. ,col 

Mrs.  Whitmore. 

Retired 

2139  Wyoming  Ave. ,NW 

NO 

8246 

Whittaker,  Frank  L., It. col.  ,Cav. 
Mrs.  Whittaker. 

Room  3204,  Munitions  Bldg. 

Br.  2025 

3833  Military  Road,  NW... 

WO 

6610 

Wiekert,  Howard  T. , It. col.  ,M.C.. 
Mrs.  Wiekert. 

Room  1830,  Munitions  Bldg. 

Br.  1199 

6428  Lee  Highway,  Arling- 
ton, Fa. 

CH 

1360 

Wickliffe  , Charles  A.  ,ma  j. , 
( J.A.G.D.),  N.G.B. 

Mrs.  Wickliffe. 

Room  2411,  Munitions  Bldg. 

Br.  1647 

6323  Delaware  St.,  Chevy 
Chase,  Mi. 

WI 

1415 

* Wilhelm,  Glenn  P. , It. col. . . . . . . 

Mrs.  Wilhelm. 

Retired. 

2618  South  Joyce  St. , 
Arlington,  Fa. 

JA 

1872 

Wilkes,  Burwell  B.  ,eapt . ,Inf . . . . 
Mrs.  Wilkes. 

Fort  Washington,  Md 

Ales. 

1245 

Fort  Washington,  Md 

Ales. 1245 

Wilkinson,  William  E. ,eapt . ,M.C. 
Mrs.  Wilkinson. 

W.  R.  G.  H 

GE  1000 

7440  Georgia  Ave.  ,NW 

GE 

4631 

Williams,  Clark  B.  ,1  lt.,M.C.... 
Mrs.  Williams. 

♦Williams,  George,  col 

Mrs.  Williams. 

Army  Medical  School 

Retired. 

GE  1000 

506  Tulip  Ave. , Takcxaa 
Park,  Md. 

P.O.Bos  98,  Upper 
Marlboro,  Md. 

SH 

2264 

Williams,  John  F.  ,col.,(F.A.t 
N.G..U.S.), N.G.B. 

Mrs.  Williams. 

Room  2026,  Munitions  Bldg. 

Br.  1161 

The  Westchester,  3900 
Cathedral  Ave . ,NW. 

WO 

3274 

Williams,  Raymond  McK.  , capt . , 
M.C. 

Mrs.  Williams. 

Fort  Washington,  Md 

Ales. 

1245 

Fart  Washington,  Md 

Ales. 1245 

*Willi8,  Archie  H.  ,maj 

Mrs.  Willis. 

Willis,  William  D., capt. , M.C... . 
Mrs.  Willis. 

Retired 

Amy  Medical  School 

GE  1000 

3737  Massachusetts  Ave.  , 
NW. 

6921  Georgia  Ave.  ,NW 

TO 

5689 

Wilson,  Arthur  R. ,maj . , (F.A. ) 
G.S.C. 

Mrs.  Wilson. 

Room  436,  Dept,  of  State 
Bldg. 

Br.  1524 

3105  33rd  Place,  NW.. . .... 

EM 

6914 

Wilson,  William  L. ,maj.,M.C 

Mrs.  Wilson. 

♦Wimberly,  Albert  C.  ,maj 

Mrs.  Wimberly. 

Room  2535,  Munitions  Bldg. 
Retired 

Br.  1758 

3705  S St.,NW. ........  .... 

2108  16th  St. ,NW 

m 

1711 

CH  3000 

Fort  Myer  > Fa. ........... . 

CH 

3000 

Winslow,  William  R.  ,capt.  ,C.E... 
Mrs.  Winslow. 

Room  2040,  Munitions  Bldg. 

Br.  1253 

3136  p"sti,NW 

MI 

1860 

♦Winter,  John  G. , It. col 

Reti  red 

The  Chastleton,  1701 
16th  St.  ,NW. 

NO 

10000 

♦Wise,  Martin  C. .lt.col 

Retired 

Army  and  Navy  Club,  17th 
and  I Sts.  ,NW. 

NA 

8400 

Witsell,  Edward  F. , It. col., 
A.G.D. 

Mrs.  Witsell. 

Miss  Barbara  D.  Witsell. 

Room  H-205,  Bldg.  E,  6th 
St.  and  Adams  Drive, 3W. 

Br.  2128 

3707  33rd  Place, NW 

EM 

5806 

Wolf®,  Henry  C.,oapt.  ,C.E 

Mrs.  Wolfe. 

Mrs.  H.  M.  Wolfe. 

Room  2703,  Munitions  Bldg. 

Br.  1990 

3430  Quebec  St. ,NW 

Si 

1376 

Wolfe,  Lloyd  R.  ,maj.  ,Q.M.C 

Mrs.  Wolfe. 

Room  2535,  Minitlons  Bldg. 

Br.  1758 

5617  32nd  St. ,NW 

EM 

8461 

♦Wolven,  Frank  H. , col. ......... . 

Mrs.  Wolven. 

Retired 

The  Wyoming,  Columbia  Road 
and  California  St.,NW. 

DE 

3111-J 

Wood,  Floyd  B.  ,1  It., A.C 

Mrs.  Wood. 

Bolling  Field,  D.  C 

AT  8080 

Bolling  Field,  D.  C 

AT 

8080 

Wood,  John  E.  ,naj  . ,C.E 

Engineer  Reproduction 
Plant,  A.W.C. 

NA  8772 

2011  N St.  ,NW 

NO 

8480-J 
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Wood,  John  R. ,oapt. ,M.C 

Army  Medical  School 

GE  1000 

1307  Holly  St.,NW 

GE 

5573 

Mrs.  Wood. 

Wood,  Philip  S.  ,maj  . ,Inf 

2115  C St.  ,NW 

Br.  1321 

2643  WondlAv  Pie  pa  NW 

AD 

3517 

Mrs.  Wood. 

Miss  Katharine  Wood. 

*Wood,  Rinaldo  R. , It. col 

Retired-  - t T T T 

NO 

Mrs.  Wood . 

NW. 

Miss  Marjorie  Wood. 

Wood,  Walter  A.,  Jr.  ,maj  . ,(C.E.) 

Room  301,  Winder  Bldg.... 

Br.  1952 

3500  36th  St . ,NW 

WO 

8897 

Gr.S.C. 

Mrs.  Wood . 

Mrs.  S.  J.  Dunn. 

Woodherry,  John  H. , It. col. , (O.D. ] 

Room  593,  Dept,  of  State 

3r.  1555 

3529  Quebec  St.,NW 

WO 

8547 

G.SeC • 

Bldg. 

Mrs.  Woodberry. 

Miss  Marguerite  Woodberry. 

Miss  Bessie  Flint. 

Woodruff,  John  R.  ,1  lt.,M.C 

Amy  Medical  School 

GE  1000 

7444  Georgia  Ave, ,NW. ..... 

Mrs.  Woodruff. 

Woodruff,  Roseoe  B. , It. col.. 

Room  320,  Winder  Bldg.... 

Br.  1328 

3547  Quebec  St.,NW 

wo 

0796 

(Inf.)  .G.S.C. 

Mrs.  Woodruff. 

Miss  Dorothy  Woodruff. 

^Woodward,  John  E. , brig. gen .... . 

Retl red - - 

NO 

7715 

Mrs.  Woodward. 

Miss  Nancy  C.  Woodward. 

Woolnough,  James  B.  ,col.  ,Inf . . . . 

Room  3026,  Munitions  Bldg. 

Br.  1879 

2346  South  Nash  St., 

JA 

1545 

Mrs.  Woolnough. 

Arlington,  Va. 

*Wooten , William  P » , col ......... 

Reti  red - - - - 

PO 

5440 

Mrs.  Wooten. 

NW. 

*Wright , William  Mason,  maj.gen. 

Retired 

3028  Q St . ,NW. ............ 

NO 

6024 

Mrsi  Wri ght . 

* Wygnnt.  . Rati  ry  S.teol ------ 

WO 

6437 

Mrs.  Wygant . 

*Yah  ft  Ay  James  P~  jTJIa  J 

Ret  ired  ------- 

1633  16th  St-  5NW-  „ * - 

DE 

3406 

*Yates,  Julian  E.,  Ch. , (col. ) . . . 

Retired 

3803  Huntington  St.  ,NW. . . . 

WO 

2382 

Mrs.  Yates. 

Young,  Frank  W. ,lt .col. ,M.C 

Room  1147,  Munitions  Bldg. 

Br.  1455 

3124  Oliver  St . ,NW. 

wo 

9013 

Mrs.  Young. 

Miss  Martha  R.  Young. 

Miss  Alma  B.  Young. 

^Ynnngj  UVAderlck  S- teol- ------ - 

2400  16th  St . ,NW. ......... 

CO 

7200 

Mrs.  Young. 

*Yming t George  C.  

Retired-  - - - 

7 P^rk  VpT  ley  Road,  Silver 

sr  lfisa-® 

Mrs.  Young. 

Spring,  Md. 

Miss  Frances  C.  Young. 

Young,  Harry  H. , It. col.  ,(maj. ) , 

Room  1048,  Munitions  Bldg. 

Br.  1884 

5500  Edgemoor  Lane , 

WI 

5593 

A.C. 

Bethesda,  Md. 

Mrs.  Young. 

3409  Woodley  Road,  NW. ... 

EM 

0865 

Mrs.  Young. 

Miss  Janet  Young. 

Yeung,  William  C. , It. col. , O.D... 

Roots  2510,  Munitions  Bldg. 

Br.  1302 

1847  Plymouth  St . ,NW. .... 

RA 

4605 

Zad.kan,  Georgs,  1 lt.,M.C 

Army  Medical  School 

GE  1000 

6921  Georgia  Ave.,NW. .... 

GE 

7759 

Mrs.  Zalkan. 

Ziegler,  Arthur  N.  ,oapt.  ,(Inf . ) 

Room  407,  Otis  Bldg.,  810 

Br.  2126 

4911  Tilden  St.  ,NW. .. . . . . 

EM 

5289 

J.A.G.D. 

18th  St.  ,NW. 

Mrs.  Ziegler. 

CH  3000 

Fcet t Myer „ Va «»••••• 

CH 

3000 

Mrs.  Zimmerman. 

TTnwn-rfl  TTnl  vat»«1  ty 

(P0  4000) 

5727  Nebraska  Av®. „ NW. . . . 

WO 

0660 

Mrs.  Zuppann. 

(Br.  244) 

Zwlcker,  Michael  H.  ,capt.  ,Q.M.C. 

Room  2513,  Munitions  Bldg. 

Br.  1758 

Marlyn  Apartments,  3000 

m 

7618 

Mrs.  Zwioker. 

39th  St . ,NW. 
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Name  and  country 

Office  address  and  telephone 

Residence  and  telephone 

ARGENTINA 

Col.  Pedro  Zannl 

Senora  da  Zannl. 

1806  Corcoran  St.  NW 

DE 

4853 

Mayflower  Hotel 

DI 

3000 

BOLIVIA 

Lt .Col.  Victor  M.  Acosta........ 

Senora  de  Acosta. 

Investment  Building 

RE 

1481 

2100  Massachusetts  Ave.  NW 

PO 

4480 

BRAZIL 

Maj.  Jose  Bina  Machado.......... 

3007  Whitehaven  St.  NW. . . . 

PO 

1034 

2740  34th  St.  NW. 

EM 

8042 

Senora  de  Bina  Machado. 

CHINA 

Col.  Teh-Chuan  Kuo 

3129  Adams  Mill  Rd.  NW. ... 

AD 

5984 

3129  Adams  Mill  Rd.  NW.... 

AD 

5984 

Assistant  5 

MaJ.  Sin-Ju  Pu  Hsiao 

Madame  Hsiao. 

3129  Adams  Mill  Rd.  NW.... 

AD 

5984 

3129  Adams  Mill  Rd.  NW. . . . 

AD 

5984 

COLOMBIA 

Lt.Col.  Eduardo  Leongomez 

Senora  de  Leongomez. 

1520  20th  St.  NW.... 

DE 

2746 

4923  Chevy  Chase  Blvd.  NW. 

WI 

6951 

CUBA 

Maj.  Felipe  Manilla. ............ 

2630  16th  St.  NW. ........ 

CO 

7984 

2400  16th  St . NW. 

CO 

7200 

Senora  de  Muni 11a. 

ECUADOR 

Barr  Bldg. , 910  17th  St. 
NW. 

NA 

8954 

1026  16th  St.  NW 

DI 

0164 

Senora  de  Freile. 

FRANCE 

2000  Connecticut  Ave.  NW. . 

DE 

4700 

3006  32nd  St.  NW.... 

m 

1680 

Madame  Lombard. 

GERMANY 

Lt.Gen.  Friedrich  von  Boetticher 
Frau  von  Boetticher. 

1439  Massachusetts  Ave.  NW 

DI 

4500 

3203  R St.  NW... 

m 

1138 

GREAT  BRITAIN 

3100  Massachusetts  Ave.  NW 

DE 

1340 

AD 

0700 

HUNGARY 

Maj.  Roland  de  Utassy 

Madame  de  Utassy. 

1424  16th  St.  NW.. 

DU 

3800 

ITALY 

1601  Fuller  St.  NW........ 

AD 

6300 

2129  Wyoming  Ave.  NW. ..... 

DU 

0968 

Signora  Coppola  Viola. 

JAPAN 

2032  Rfilnrmt  Road,  NW-  „ • * - 

PO 

4800 

2000  Connecticut  Ave.  NW.. 

DE 

3000 

Assistants: 

2032  Rfilmnnt  Road c NW---.- 

PO 

4800 

2547  Waterside  Drive  NW... 

DE 

2767 

PO 

PO 

4800 

1945  Calvert  St.  NW 

CO 

8765 

4800 

5201  38th  St.  NW. ........ 

WO 

2045 
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Haze  and  country 


v ' ; . t- . 


Col.Teofilo  Gonzalez  Jasso 2825 

Senora  de  Gonzales  Jasso. 

Assistants : 

Col.  Hi  car  do  Calderon 2825 

Senora  de  Calderon. 

Lt.  Carl03  H.  Berzunza 28  25 

Senora  de  Berzunza. 

FZRC 

Col.  Ricardo  2.  Ilona 130C 

Senora  de  Llona. 

PO L«5D 


Office  address  and  telephone 

16th  St.  ST CO  4514  2651 

16th  St.  SW 00  4514  1760 

16th  St.  SW CO  4514  43G  i 

16th  St.  nr PO  3404  1300 


Residence  and  telephone 


16th  St.  SW... AD  2155 

Euclid  St.  SW CO  77C2 

ihepherd  St.  SW ID  5515 

16th  St.  Sir PO  3404 


Lt.Ccl.  Andrzej  Chranlee 
Madame  Chraniec. 


2640  16th  St.  ST, 


AD  380  0 3005  34th  St.  ST, 


a l 2511 


EUMASIA 

Col.  Duaitru  Petrescu 1501  23d  St.  ST..... PO  4747  2820  34th  Place,  ST m 2505 

Madar.e  Petrescu. 

CSICS  0?  SOVIET  SOCIALIST 

PTtTm.ffy. 

Col.  Ivan  L.  OEunev  (Acting;....  3512  Garfield  St.  ST......  TO  3116  3512  Garfield  St.  ST......  TO  3116 

Madame  CEunev.  MZ  0352 

72GZTS2A. 

Cel.  Carlos  Sanchez 2400  16th  St,  ST.. CO  5785  Roosevelt  Hotel DE  0800 

Senora  de  Sanchez. 

AIR  — ~ - 

ABG2OTKA. 

Col.  Pedro  Zannl. 1806  Corcoran  St.  ST D2  4853  Mayflower  Hotel DI  3000 

Senora  de  Zami. 

CEH2 

Squadron  leader  Israel  Sarasua..  2154  Tlorida  Ave.  ST SC  0747  2540  l&ssachusetts  Ave.  ST  D2  £375 

Senora  de  Sara sua. 

2R6BC2 

Lt. Col. Hens  P.  C.  Teiser 2000  Connecticut  Ave.  ST..  D2  3000  3105  Woodley  Hoad,  ST AD  156S 

Madame  Teiser.  Ant.  413. 

GZRM-vS? 

Lt.Gen.  Priedrich  von  Bcettieher  1435  Massachusetts  Ave.  ST  DI  4500  3203  H St.  ST HI  UK 

Trail  von  Boetticher. 

CHEAT  BHITnlS 

Croup  Captain  Gee . C.  Pirle 3100  Massachusetts  Ave.  ST  D2  1340  3225  Highland  Place  ST....  TO  5536 

Mrs.  Pirie. 

ITALY 

Col.  Vincenzo  Cop  pc  la 1601  Puller  St.  ST AD  6300  2125  Tyc-Lrg  Ave.  ST......  DC  C56S 

Signora  Coppola  Viola. 

1ST 

Col.  Carlos  Gilardi  Vera 1300  15th  St.  ST PO  3404  1300  16th  St.  ST PO  3404 

K2LA5D 

2640  15th  St.  ST AD  3800  X 05  34th  St.  ST 2511 


Lt.Col.  Andrzej  Chraaiee 
Madame  Chrsaiee. 
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Name 


Aleshire,  Mrs.  James  B..... 

Allen,  Mrs.  Samuel  E 

Miss  Mary  ,de  la  Mesa 
Allen. 

Alvard,  Mrs.  Benjamin 

Andrews,  Miss  Katherine  T. . 

Andrus,  Mrs.  Edwin  P 

Augur,  Miss  Carrie  H. ...... 

Austin,  Mrs,  F.  T 

Avery,  Mrs.  Frank  P........ 

Aston,  Mrs.  John  T 

Miss  Matilda  F.  Axton. 
Beall,  Mrs.  Fielder  M,  M. . . 

Mrs.  Robert  C.  Talty. 
Bell,  Mrs.  James  Franklin.. 

Bigelow,  Mrs.  John 

Black,  Sirs.  Hanson  Briscoe. 
Miss  Harriet  D.  Black. 
Miss  Mary  Briscoe  Black 
Blue,  Mrs.  Harry  Newton.... 

Mrs.  Paul  G„  Garber. 
Boniface,  Mrs.  Isabella  M. . 

Mrs.  Arthur  J.  Pumfrey. 
Bonnyeastle,  Mrs.  Henry  C.. 
Mrs.  Bonnyeastle  Butts. 

Booth,  Mrs.  Alfred  J 

Mrs.  Stephen  W.  Roe. 
Borden,  Mrs.  William  Cline. 

Miss  Ann  Carlin  Borden. 
Bownan,  Mrs,  A.  H.. ........ 

Boyd , Mrs.  R.  Earl 

Mrs.  Ellen  Parsons. 

Miss  Burdella  Boyd. 

Miss  Ruth  Boyd. 

Brennan,  Miss  Caroline. . . .. 
Miss  Barrack. 

Bubh,  Miss  Clara  B 

Buffington,  Mrs.  Ralph  M. .. 


Burleigh,  Mrs.  John  J 

Miss  Marion  Burleigh. 
Mrs.  C.  Y.  Brownlee. 
Byrne,  Mrs.  Charles  L. ..... 

Carr,  Mrs.  Daniel  J 

Miss  Catherine  M.  Carr. 
Miss  Helen  M.  Carr. 
Carter,  Mrs.  Robert  D...... 

Mrs . R.  J.  Jansen. 
Carter,  Mrs,  William  H. .... 

Casey,  Mrs.  Thomas  L....... 

Chamberlains,  Mrs.  Win 

Miss  Frances  M.  Smith. 

Chase,  Mrs.  George  F 

Miss  Enily  T.  Chase. 
Miss  Nannie  Chase. 


Residence 


The  Highlands,  Connecticut 
Ave.  and  California  St.  NW. 
1332  Newton  St.  NE. 


3431  Porter  St.  NW. 

The  Westchester,  4000  Cathe- 
dral Ave.  NW. 

1921  Kalorama  Rd.  NW. 

2025  N St.  NW. 

The  Dresden,  2126  Connecti- 
cut Ave.  NW. 

Washington  Club,  1701  K St. 
NW. 

3179  Porter  St.  NW. 

6710  Brookville  Rd.,  Chevy 
Chase,  Md. 

The  Westmoreland,  2122 
California  St.  NW. 

1836  Jefferson  PI.  NW. 

2604  36th  PI.  NW. 


1210  18th  St.  NW. 

The  Highlands,  Connecticut 
Ave.  and  California  St.  NW. 
4824  Reno  Rd.  NW. 

2800  Connecticut  Ave.  NW. 

2306  Tracy  PI.  NW. 

1905  Kalorama  Rd.  NW. 

4619  16th  St.  N. , Arling- 
ton, Va. 


217  F St.  NW. 

The  Kenesaw,  3060  16th  St. 
NW. 

3220  N.  Albemarle  St., 
Country  Club  Hills,  Cherry- 
dale,  Va. 

2122  California  St.  NW. 


3706  R St.  NW. 

The  Cordova  Apts.,  20th  St. 
and  Florida  Ave.  NW. 

3320  17th  St.  NW. 

2400  16th  St.  NW. 

The  Sho reham. 

2101  Connecticut  Ave.  NW. 

3814  Woodley  Rd.  NW. 


Name 


Clagett,  Miss  Louise  Living- 
ston  

Mrs.  Cornelia  Clagett 
Fuller. 

Clark,  Mrs . Charles  C 

Clark,  Mrs.  Walter  L. 

Miss  Ruth  Clark. 

Clarke,  Mrs.  Joseph  Taylor. 
Miss  Rose  L.  Clarke. 

Closson,  Miss  Olivia  T 

Coleman,  Mrs.  Sherrard 

Mrs.  L.  M.  Grant. 

Miss  Virginia  Coleman. 

Conner,  Mrs.  Henry  J 

Cook,  Mrs.  Seth  Williams... 
Miss  Marie  La  T.  Cook. 

Cootes,  Mrs.  Harry  N 

Miss  Mary  E.  D.  Cootes. 
Corbin,  Mrs.  Henry  Clark... 
Craig,  Mrs.  Daniel  F 

Cralle,  Mrs.  G.  Maury...... 

Crawford,  Miss  Dolor as  F. .. 

Crofton,  Miss  Gabrielle  J.. 

Curtis,  Mrs.  Frank  R. ...... 

Cushing,  Mrs.  Samuel  T..... 

Miss  Sarah  Knox  Cushing 

Daly,  Mrs . Charles  P.. 

Daly,  Miss  Clara  J 

Miss  Catharine  E.  Mul- 
roy. 

Dapray,  Mrs.  John  A........ 

Davis,  Mrs.  Glenn  H. 

Miss  Anna  Justine  Davis 
Davis,  Mrs.  Richmond  P..... 
De  Laney,  Mrs.  Matthew  A... 

Mrs . William  F.  Voltz. 

De  Witt,  Mrs.  Calvin 

Dickson,  Mrs.  Thomas  J. .... 

Dowdy,  Mrs.  Robert  W 

Do«mey,  Mrs.  George  Faber.. 

Dunn,  Mrs.  Beverly  W 

Mrs.  Stella  Dunn  Fur- 
beck. 

Edwards,  Mrs.  Lynn  S....... 

Miss  Marian  Edwards. 
Eglin,  Mrs.  Frederick  I.... 

Bliss  Harriet  Jane  Eglin 

Ellis,  Mrs.  Richard  T 

Emory,  Miss  Sarah  T 

Bliss  Victoria  Bnory. 
Erck,  Mrs.  Alfred  H. ....... 

Erickson,  Bflrs.  Hjaknar 

Ernst,  Mrs.  Oswald  H 

Everett,  Mrs.  George  T. .... 

Finley,  Mrs.  Walter  L 

Mrs.  Thomas  B.  Dewees. 
Finn,  Mrs  ..Matthew  Z. 


Residence 


Gunston  Hall  School,  1906 
Florida  Ave.  NW. 

1910  Kalorama  Rd.  NW. 

1851  Columbia  Rd.  NW. 

2715  31st  PI.  NW. 

2200  19th  St.  NW. 

4000  Harrison  St.  NW. 


1732  Park  Rd.  NW. 

1733  20th  St.  NW. 

1020  Prince  St.  Alexan- 
dria, Va. 

2122  Massachusetts  Ave.  NW. 

c/o  Blrs.  Charles  J.  Wilder, 
4433  Klingle  St.  NW. 

The  Wyoming,  2022  Colum- 
bia Rd.  NW. 

The  Famsboro,  2129  Flor- 
ida Ave.  NW. 

Schuyler  Arms,  1954  Co- 
lumbia Rd.  NW. 

1661  Crescent  FI.  NW. 

Woodley  Park  Towers,  2737 
Devonshire  PI.  NW. 

2038  F St.  NW. 

1440  Monroe  St.  NW. 


2700  Connecticut  Ave.  NW. 
The  Kenesaw,  16th  and 
Irving  Sts.  NW. 

2914  33d  PI.  NW. 

2230  California  St.  NW. 

The  Westmoreland,  2122 
California  St.  NW. 

The  Kenesaw,  3060  16th 
St.  NW. 

2308  Ashmead  PI.  NW. 

2112  LeRoy  PI.  NW. 

Sho  reham  Hotel. 


The  Tabard  Inn,  1739  N St. 
NW. 

Kew  Gardens,  2700  Q,  St.  NW. 

1150  Connecticut  Ave.  NW. 
1213  17th  St.  NW. 

4434  Volta  PI.  NW. 

410  Cedar  St.  NW. 

1524  18th  St.  NW. 

2900  Connecticut  Ave.  NW. 
2704  Ontario  Rd.  NW. 

2234  Decatur  PI.  NW. 


FAMILIES  OF  OFFICERS  OF  THE  ARMY 


53 


Name 


Fisher,  Mrs.  Ronald  E 

Miss  Marian  Dorsey 
Fidier. 

Fleming,  Mrs.  Lawrence  I... 

Foote,  Mrs.  Stephen  M 

Mrs.  G.  Beale  Bloomer. 
French,  Mrs.  John  T. , Jr... 

Fuller,  Mrs.  Lawson  M 

Gapen,  Mrs.  Nelson 

Garllngton,  Mrs.  E.  A 

Mrs.  Garllngton  Cham- 
berlin. 

Gaston,  Mrs.  Joseph  A 

Gautier,  Mrs.  Claude  V 

Miss  Mary  Gautier. 
Gillies,  Miss  Helen 

Gilman,  Mrs.  B.  H 

Godfrey,  Miss  Mary 

Goldman,  Mrs.  Henry  J 

Miss  Jane  Elizabeth 
Goldman. 

Gorham,  Miss  Adele  Louisa.. 
Mrs.  Gorham  &alth. 

Mrs.  George  H.  Gorham. 
Greble,  Mrs.  Edwin  St.  John 

Greely,  Miss  Rose 

Griffin,  Mrs.  Gerald  E 

Mrs.  L.  G.  Lawrence. 
Mrs.  W;  A.  Lawrence. 
Grimes,  Mrs.  George  M 

Guest,  Mrs.  John 

Haines,  Miss  Allda  A 

Halleek,  Mrs.  Nellie  T 

Hanley,  Mrs.  John  L 

Hanson,  Mrs.  Thomas  G...... 

Harrell,  Mrs.  George  H 

Mrs.  Lillian  H.  Smith. 
Miss  Anna  Belle  Harrell 
Miss  Marie  L.  Staith. 
Harrison,  Mrs.  George  B. ... 

Miss  Dorothy  L. Harrison 
Harter,  Mrs.  Paul  Lewis.... 
Mrs.  Thomas  Owen  Miller 

Hasson,  Miss  Esther  V 

Hawkins,  Miss  Harriet  S.... 
Mrs.  Robert  Lee  Howze. 

Hayes,  Mrs.  Jack 

Hazzard,  Miss  Margaret ta  L. 

Heiberg,  Mrs.  Elvln 
Reginald. 

Mrs.  Harrison  Howell 
Dodge 

Miss  Carolyn  MacLean 
Walker. 

Heiner,  Miss  Edith  N 

Hairy,  Mrs.  Roy  0 

Hickey,  Mrs.  Joseph  H 

Holley,  Mrs.  G.  M 

Miss  Leila  Holley. 

Hoxie,  Mrs.  Richard  L 

Mrs.  Robert  Clay 
Sherrill. 

Hunt,  Mrs.  Irvin  L 


Residence 


2274  Cathedral  Ave.  NW. 


2127  California  St.  NW. 
2008  Hillyer  PI.  NW. 

3307  Q St.  NW. 

2212  Cathedral  Ave.  NW. 
4511  17th  St.  NW. 

3227  Reservoir  Rd.  NW. 


2122  California  St.  NW. 

2119  Observatory  PI.  NW. 

1108  Prince  St.,  Alex- 
andria, Va. 

1201  N.  Wayne  St.,  Ar- 
lington, Va. 

The  Harwill,  1835  K St.  NW. 
2900  Connecticut  Ave.  NW. 


2107  S St.  NW. 


1822  Jefferson  PI.  NW, 
3131  0 St.  NW. 

1508  Underwood  St.  NW, 


Schuyler  Arms,  1954  Colum- 
bia Rd.  NW. 

The  Highlands,  Connecticut 
Ave.  and  California  St.NW 
The  Kenesaw,  16th  and 
Irving  Sts.  NW. 

2221  Hall  PI.  NW. 

3700  Massachusetts  Ave.  NW 
Hotel  Povdiatan. 

131  Jefferson  St.  NW. 


The  Marlborough , 917  18th 
St,  NW. 

The  Calvsrton,  1673  Colum- 
bia Rd.  NW. 

1208  Geranium  St.  NW. 

2135  P St.  NW. 

2301  Connecticut  Ave.  NW. 
Stone leigh  Court,  1025 
Connecticut  Ave.  NW. 

2016  R St.  NW. 


2119  0 St.  NW. 

2715  31st  PI.  NW. 

Army  and  Navy  Country  Club, 
Arlington,  Va. 

3707  Woodley  Rd.  NW. 

3401  Macctnb  St.  NW. 


4402  Q St.  NW. 


Name 


Hunt,  Miss  Julia  H 

Hunt , Miss  Marla  B. 

Hunter,  Mrs.  J,  Herbert.... 
Ingram,  Mrs.  Ralph  E 

Irwin,  Mrs.  George  LeRoy... 

Jadwin,  Mrs.  Edgar... 

Jewell,  Mrs.  Frank  C 

Miss  Bobby  Jewell. 

Mrs.  Mary  F.  Mbsby. 

Jewett,  Mrs.  Henry  C 

Mrs.  Thoms  Worthington 
Cooke. 

Jones,  Mrs.  Ivens 

Miss  Eleanor  Jones. 

Miss  Betty  W.  Jones. 
Jones,  Miss  Katharine  Lee.. 

Kelton,  Mrs.  John  C 

Miss  Mary  Adelaide 
Kelton. 

Kelton,  Mrs.  Robert  H.  C... 

Mrs.  George  E.  Wills. 
Kessler,  Mrs.  Percy  Mershon 
Mrs.  Alice  M.  Hays. 
Kingsbury,  Mrs,  Henry  P.... 

Kitts,  Mrs.  W.  P 

Lanham,  Mrs.  Charles  L..... 
Leet,  Miss  Mary 

Lemmond,  Mrs.  William  W. ... 

Lewis,  Mrs.  Evan  E 

Lilley,  Mrs,  Helen  J 

Lissak,  Mrs.  Ormond  M 

Lochridge,  Mrs.  P.  D....... 

Long,  Miss  Bully  F 

Mrs.  Win.  du  Val  Brown. 

Lowell,  Mrs.  Delmar  R 

Miss  May  I.  Lowell. 
Luberoff,  Mrs.  George...... 

Miss  Dorothy  White. 

MacDill,  Mrs.  Leslie 

Mackall,  Mrs.  Samuel  T 

Mrs.  P.  M.  B.  Travis. 
Macomb,  Mrs.  Augustus  C. ... 
Macomb,  Miss  Christina  L. . . 

Miss  Nannie  R.  Macomb. 
Maish,  Mrs.  Alexander  W.... 

Martin,  Mrs.  Alice  F 

Miss  Catherine  Martin. 
Miss  Elizabeth  Martin. 
Martin,  Mrs.  John  T 

Mason,  Mrs.  Roger  0 

McAndrew,  Mrs.  James  W 

MeAn draws,  Mrs.  Joseph  R. .. 
Miss  Edna-Betty  Mc- 
Andrews. 

McBroom,  Mrs.  Walter  S 

MeCammon,  Mrs.  Edward  E. ... 

McCorkle,  Mrs.  Charles 
Milton. 

Mrs.  Anabel  McCorkle 
Kirk. 


Residence 


Hotel  Martinique, 1211  16th 
St.  NW. 

2015  N St.  NW. 

2807  Connecticut  Ave.  NW. 
The  Ontario,  Ontario  Rd. 
and  18th  St.  NW. 

2126  Connecticut  Ave.  NW. 
2540  Massachusetts  Ave.  NW. 
120  E.  Bradley  Lane,  Chevy 
Chase,  Md. 

1235  Massachusetts  Ave.  NW. 


The  Cordova,  Florida  Ave. 
and  20th  St.  NW. 

The  Chateau  Thierry,  1920 
S St.  NW. 

1827  Kalorsaa  Rd.  NW. 


Florence  Court,  West,  2205 
California  St.  NW, 

2401  Calvert  St.  NW. 

The  St.  Nicholas,  2230 
California  St.  NW. 

Fort  Humphreys,  D.  C. 

3133  Connecticut  Ave.  NW. 

100  Raymond  St . , Chevy 
Chase,  Md. 

1645  Harvard  St.  NW. 

1700  T St.  NW. 

Garden  Towers,  2325  15th 
St.  NW. 

The  Westmoreland,  2122 
California  St.  NW. 

1316  New  Hampshire  Ave.  NW. 

3030  University  Terrace, 
Chain  Bridge  Rd. 

2838  27th  St.  NW. 

1725  New  Hampshire  Ave.  NW. 

3105  Cathedral  Ave.  NW. 

1940  Biltmore  St.  NW. 

3415  Massachusetts  Aye.  NW. 

1748  P St.  NW. 

4355  Klingle  St.  NW. 

Wardman  Park  Hotel. 


6 Grafton  St.,  Chevy  Chase, 
Md. 

Dodge  Hotel,  20  E St.  NW. 
2400  16th  St.  NW. 

4007  Connecticut  Ave.  NW. 


3301  Highland  PI.  NW. 

The  Kennedy  Warren,  3133 
Connecticut  Ave.  NW. 

2700  Connecticut  Ave.  NW. 
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Name 


McKibbln,  Miss  Bessie  S.... 

MeNlel,  Mrs.  Jacob  R 

Mrs.  Thomas  H.  Hum- 
phreys. 

Miss  Margaret  Hum- 
phreys. 

Miss  Dorothy  Hum- 
phreys . 

Miller,  Mrs.  Archibald..... 

Miller,  Mrs . Edward  7. .... . 

Miller,  Mrs.  John.......... 

Miss  Kate  V.  Dante. 

Miss  Louise  M.  Dante. 

Mims,  Mrs.  Martin  D 

Miner,  Mrs,  Harold  E 

Montgomery,  Mrs.  William 
Penn. 

Miss  Lott  Johnstone. 
Moore,  Mrs.  James  T........ 


Momlngstar,  Mrs.  James  0. . 

Morris,  Mrs.  Roy  T 

Mosher,  Mrs.  Theodore...... 

Muncaster,  Mrs.  John  H 

Munroe,  Mrs.  John  E 

Murphy,  Mrs.  Daniel  Edward. 

Murphy,  Mrs.  Truman  0 

Nichols,  Mrs.  Henry  J 

Miss  Mary  Delia  Nichols 

Nicholson,  Mrs.  W.  J 

Mrs.  Herbert  Crean. 
Miss  Helen  Crean. 

Nixon,  Mrs.  Courtland. 

Noble,  Mrs.  Charles  H 

Mrs.  Palmer  Carey. 

Norman , Mrs . Traber 

Novak,  Mrs.  Martin  P 

Nye,  Mrs.  Frank  E. 

Ord,  Mrs.  James  Basevi..... 
Miss  Letitia  Howell  Ord 

Ord,  Mrs.  James  Cresap 

Mrs.  Ord  Alexander. 

O’Shea,  toe,  John 

Miss  Louise  O’Shea. 

Miss  Margaret  Todd 
O’Shea. 

Ovai shine.  Miss  Sallie  T. .. 

Owen,  Mrs.  William  0 

Mrs.  W,  0.  C.  Owen. 

Miss  Dm  Owen. 

Parker,  Mrs.  Clyde  B....... 

Parker,  Mrs.  Henry  Wistar.. 
Patterson,  Mrs.  Edwin  W...« 

Pendleton,  Miss  Anne  S 

Perry,  Miss  Mabel. ....... .. 

Mrs,  Isabel  H.  Espy. 
Miss  Clara  G.  Perry. 


Resldaice 


The  Schuyler  Anns,  1954 
Columbia  Rd.  NW. 

2024  1st  St.  NW. 


The  Shawmut,  2200  19th 
St.  NW. 

The  Westmoreland,  2122 
California  St.  NW. 
3315  16th  St.  NW. 


3114  38th  St.  NW. 
1729  Q St.  NW. 
1700  T St.  NW. 


The  Highlands,  Connecticut 
Ave.  and  California  St. 
NW. 

615  East  Leland  St . , Chevy 
Chase,  Md. 

2844  Wisconsin  Ave.  NW. 

The  Dupont,  1717  20th  St. 
NW. 

3220  Connecticut  Ave.  NW. 
The  Westchester,  4000 
Cathedral  Ave.  NW. 

The  Cordova,  20th  St.  and 
Florida  Ave.  NW. 

Brighton  Hotel. 

The  Kenesaw,  16th  and 
Irving  Sts.  NW. 

Montana  Apts.,  1726  M St. 
NW. 

2901  Q St.  NW. 

1882  Columbia  Rd.  NW. 

1722  19th  St.  NW. 

531  Park  Lane,  Bethesda, 
Md. 

Pelham  Courts,  2115  P St. 
NW. 

The  Kennedy  Warren,  3133 
Connecticut  Ave.  NW. 

2627  Adams  Mill  Rd.  NW. 

101  E,  Dnderirood  St.  , 

Chevy  Chase,  Md. 


1835  Phelps  PI.  NW. 
2719  Ontario  Rd.  NW. 


2115  P St.  NW. 

3420  16th  St.  NW. 

1316  16th  St.  NW. 

1919  Biltmore  St.  NW. 
The  Wyoming . 


Name 


Pettus,  Mrs.  Harry  L 

Mrs.  Edward  M.  Robinson 
Miss  Bessie  Robinson. 

Phipps,  Miss  Anita  E 

Miss  Allen  Nash. 

Pick,  Mrs.  Walter  R 

Poe,  Miss  Betty  C 


Porter,  Mrs.  Ralph  S....... 

Pcwell,  Mrs.  Theodore  F.... 

Power,  Mrs.  E.  Ormonde 

Purssell,  Mrs.  Benjamin  M. , 
Mrs.  John  V.  Purssell. 
Ralston,  Mrs.  Robert  R..... 
Miss  Elizabeth  M.  Ral- 
ston. 

Read,  Mrs.  George  Windle... 

Rivers,  Mrs.  Tyree  R....... 

Misa  Myra  Rivers. 

Robinson,  Mrs.  Wirt 

Rockwell,  Miss  Helen  S 

Roder , Mrs.  John  W 

Miss  Marie  C.  Roder. 
Miss  Ellen  S.  Roder. 
Rodgers,  Mrs.  Alexander.... 

Romeyn,  Miss  Nina  G 

Ross,  Mrs.  C.A 

Miss  Marlon  Ross. 

Rumbough,  Mrs.  David  J 

Miss  Blanche  Huntington 
Stanley. 

Sampson,  Mrs.  Odiorne  H.... 
Miss  Margaret  L.  Samp- 
son. 

Miss  Justine  W.  Samp- 
son. 

Mrs.  L.  M.  Ware. 

Schemer,  Mrs.  Louis  C 

Schindel,  Mrs.  S.  J.  Bayard 

Scott,  Miss  Martha  H 

Seoane,  Mrs.  Consuelo  A.... 

Shaffer,  Mrs.  Pearl  M 

Shattuck,  Mrs.  Amos  B 

Mrs.  Charles  H.  Sleeper 

Sheridan,  Miss  Mary 

Miss  Irene  Sheridan. 
Miss  Louise  Sheridan. 
Simmons,  Mrs.  Benjamin  T... 
Simms,  Mrs.  Lyman  L. ....... 

Miss  Margaret  Simms. 
Mrs.  Louise  W.  Endsley. 

Slocum,  Mrs.  Herbert  J 

Smith,  Mrs.  Chester  H, ..... 
Mrs.  Hugh  Waters. 

Smith,  Miss  Frances  M. 

Sniffen,  Mrs.  Culver  C 

Mrs.  Walter  P.  Plumley. 
Stackhouse,  Miss  Bobette... 
Stark,  Mrs.  Alexander 
Newton . 

Stewart,  Miss  Florence  P... 

Stone,  Mrs.  John  H 

Miss  Marie  F.  Stone 


Residence 


The  Westmoreland 


3023  P St.  NW. 

4412  Reservoir  Rd.  NW. 

c/o  Mrs.  Henry  Fitzhugh, 
"Sulgrave  Club",  1801 
Massachusetts  Ave.  NW. 

206  Cedar  Ave.,  Takcma 
Park,  Md. 

1428  R St.  NW. 

1911  R St.  NW. 

215  Wooton  Ave.,  Chevy 
Chase  station,  D.  C. 

The  Brighton,  2123  Cali- 
fornia St.  NW. 

Hotel  Martinique,  1211 
16th  St.  NW. 

The  Pent  illy,  1812  K St. 

NW. 

The  Shoreham. 

3026  P St.  NW. 

1316  New  Hampshire  Ave.  NW. 


1716  New  Hampshire  Ave.  NW. 
1735  New  Hampshire  Ave.  NW. 
The  Kennedy -Warren , 3133 
Connecticut  Ave.  NW. 

1870  Wyoming  Ave.  NW. 


2733  Connecticut  Ave.  NW. 


1703  New  York  Ave . NW. 

The  Dupont  Circle,  Connect- 
icut Ave.  and  19th  St.  NW. 
The  Blackstone  Hotel. 

2819  Q St.  NW. 

2400  16th  St.  NW. 

1548  44th  St.  NW. 

2211  Massachusetts  Ave.  NW. 


2400  16th  St.  NW. 

1208  Geranium  St.  NW. 


2131  R St.  NW. 

6904  Brookeville  Rd.,  Chevy 
Chase,  Md. 

2101  Connecticut  Ave.  NW. 
The  Ontario,  2853  Ontario 
Rd.  NW. 

1762  Columbia  Rd,  NW. 

The  Shoreham. 

1712  Q St.  NW. 

2807  Connecticut  Ave.  NW. 
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Name 


Stuart , Mrs . Edward  A 

Sutherland,  Miss  Lucy 

Miss  Katharine  Suther- 
land. 

Miss  Agnes  Sutherland. 
Sydenham,  Mrs.  Alvin  H 

Taylor,  Mrs.  Harry 

Taylor,  Mrs.  Richard  T 

Miss  Polly  Taylor. 
Taylor,  Mrs.  William 

Tebbetts,  Mrs.  Harry  H 

Miss  Dorothy  Tebbetts. 

*Thorp,  Mrs.  Frank,  Jr 

Tolson,  Mrs.  Walter  F 

Miss  Martha  Jane  Tolson 

Townsend,  Mrs.  Edwin  F 

Townsley,  Miss  Marian  P. . . . 

Trout,  Mrs.  Harry  G 

Mrs.  Charles  J.  Watts. 

Wahl,  Mrs.  Lutz 

Miss  Gretchen  Wahl. 

Miss  Fenella  Castenedo. 
Wallace,  its.  John  Hobert.. 
Miss  Helen  Jennette 
Wallace. 

Miss  Margaret  Wallace. 

Walton,  Mrs.  Edward  S 

Mrs.  Ella  M.  Wheeler. 


Residence 


The  Broadmoor,  3601  Con- 
necticut Ave.  NW. 

The  Westmoreland,  2122 
California  St.  NW. 


Florence  Court  East,  2153 
California  St.  NW. 

1931  S St.  NW. 

1707  Columbia  Rd.  NW. 

Schuyler  Arms,  1954  Colum- 
bia Rd.  NW. 

3060  16th  St.  NVf. 

2129  18th  St.  NW. 

3100  Connecticut  Ave.  NW. 

1910  Kalorama  Rd.  NW. 

The  Dresden,  2126  Connect- 
icut Ave.  NW. 

1717  20th  St.  NW. 

2725  Connecticut  Ave.  NW. 


4905  Battery  Lane,  Bethes- 
da,  Md. 


2540  Massachusetts  Ave.  NW. 


Name 


Webster,  Mrs.  Edmund  Kirby. 
Miss  Frances  Marvin 
Webster. 

Weeks,  Mrs.  Edwin  B 

Weisel,  Miss  Harriet  I 

Wessells,  Miss  Eliza  Lane.. 
Western,  Mrs.  Maud  Stanton. 

Westover,  Mrs.  Oscar 

Wilcox,  Miss  F.  Elizabeth.. 

Wilder,  Mrs.  Stuart  G 

Mrs.  Chas.  J.  Wilder. 
Wilkins,  Mrs.  Roland....... 

Willcox,  Mrs.  Charles 

Mies  Caroline  Dodge 
Willoox. 

Williams,  Mrs.  Charles 
Redding. 

Willis,  Mrs.  James  A 

Miss  Margaret  Willis. 
Wills,  Miss  Bell........... 

Wilson,  Mrs.  William  Pegram 

Wolf,  Mrs.  Silas  A 

Wolfe,  Mrs.  Edith 

Wood,  Mrs.  Rachel  Farbush.. 

Wood,  Mrs.  Winthrop  S 

Woodward,  Miss  Sarah  E 

Wotherspoon,  Mrs.  Vm.  W. ... 


Residence 


The  Highlands,  Connecticut 
Ave.  and  California  St. 
NW. 

The  Brighton,  2123  Cali- 
fornia St.  NW. 

1627  19th  St.  NW. 

1832  Belmont  Rd.  NW. 

The  Gordon  Hotel,  916  16th 
St.  NW. 

The  Kennedy  Warren,  3133 
Connecticut  Ave.  NW. 

1841  California  St.  NW. 

4433  K1  ingle  St.  NW. 

Fairfax  Hotel,  2100  Massa- 
chusetts Ave.  NW. 

2715  Q St.  NV». 


1661  Crescent  PI.  NW. 

The  Schuyler  Arms,  1954 
Columbia  Rd.  NW. 

The  Bancroft,  1627  19th 
St.  NW. 

3621  Newark  St.  NW. 
Mayflower  Hotel. 

2900  Connecticut  Ave.  NW. 
1420  35th  St.  NW. 

2127  California  St.  NW. 
1413  20th  St.  NW. 

1511  20th  St.  NW. 
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Name 

Office  address  and  telephone 

Residence  and  telephone 

John  W.  Martyn,  Administrative 
Assistant. 

Raymond  M,  Martyn. 

Room  231,  Dept,  of  State 
Bldg. 

Br.  1000 

2901  34th  St.  NW 

WO 

2556 

Charles  W.  Koester,  Executive 
Assistant. 

Room  231,  Dept,  of  State 
Bldg. 

Br.  1000 

The  Mayflower 

DI 

3000 

Frank  M.  Hoadley,  Assistant 
Chief  Clark. 

Mrs.  Hoadley. 

Room  232,  Dept,  of  State 
Bldg. 

Br.  2003 

28  W.  Kirke  St.,  Chevy 
Chase,  Md. 

WI 

3274 

Walla  A.  Kenyon,  Chief, 

Civilian  Personnel  Division. 
Mrs.  Kenyon. 

Room  290,  Dept,  of  State 
Bldg. 

Br.  1041 

1615  Juniper  St.,NW 

GE 

0617 

Frank  B.  Bourn,  Chief,  Sup- 
plies and  Accounts  Division. 
Miss  Elizabeth  Bourn. 

Room  1241,  Munitions  Bldg. 

Br.  2005 

3777  Oliver  St.  NW. ....... 

WO 

8518 

Herbert  F.  Statesir , Chief 
Clerk,  G.S. 

Mrs.  Statesir. 

Room  333,  Dept,  of  State 
Bldg. 

Br.  1681 

3015  South  Dakota  Ave.  KE. 

DE 

3542-W 

Jesse  H.  Powell,  Administra- 
tive Assistant,  The  A.  G.  0. 
Mrs.  Powell. 

Roam  255,  Dept,  of  State 
Bldg. 

Br.  2061 

2238  Hall  PI.  NW 

WO 

5483 

Leon  B.  Hord,  Deputy  Admin- 
istrative Assistant,  The 
A.  G.  0. 

Mrs.  Hord. 

Room  255,  Dept,  of  State 
Bldg. 

Br.  2061 

3121  Adams  Mill  Rd... 

AD 

8743 

Ben  Hill  Simnons,  Chief  Clerk, 
I.  G.  0. 

Mrs.  Simmons. 

Room  1060,  Munitions  Bldg. 

Br.  2027 

724  Oglethorpe  St.  NW. .... 

RA 

0250 

Joseph  L.  Lyons,  Chief  Clerk, 
J.  A.  G.  0. 

Mrs.  Lyons. 

Room  402,  810  18th  St.  NW 

Br.  1163 

1819  G St.  NW... ... 

ME 

5630 

Fred  M.  Cunley,  Chief  Clerk, 
ft.  M.  G.  0. 

Mrs.  Cunley. 

Room  2003,  Munitions  Bldg. 

Br.  1701 

1003  Vamum  St.  NE 

NO 

2015-J 

R.  H.  Brooke,  Chief  Clerk, 
S*  G«  0 « 

Room  1076,  Munitions  Bldg. 

Br.  1488 

Laclede  Apartments,  1223 
Vermont  Ave.  NW. 

ME 

5346 

Harry  L.  Freer,  Chief  Clerk, 
Office  C.  of  E. 

Mrs.  Freer. 

Room  2069,  Munitions  Bldg. 

Br.  2023 

4912  41st  St.  NW......... 

CL 

1469 

Colin  E.  McRae,  Chief  Clerk, 
Office  C,  of  Ord. 

Mrs,  McRae. 

Room  3059,  Munitions  Bldg. 

Br.  1037 

1626  Webster  St.  NW 

AD 

0508 

Edward  Barnett,  Civilian 
Assistant,  Chief  Clerk, 
Office  C.  Sig.  0. 

Mrs.  Barnett. 

Room  3032,  Munitions  Bldg. 

Br.  2056 

1214  Longfellow  St.  NW.... 

GS 

6415 

John  F.  Welch,  Chief  Clerk, 
Office  C.  of  B.  I.  A. 

Mrs,  Welch. 

Herbert  C.  Davis,  Chief  Clerk 
Office  C.  of  N.  G.  B. 

Mrs.  Davis. 

Room  1602,  Navy  Bldg. 

Roam  2413,  Munitions  Bldg. 

Br.  2091 
Br.  2211 

4016  14th  St.  NE.. ....... 

1210  N.  Buchanan  St.,  Ar- 
lington, Va. 

NO 

6299 

Hartley  I.  Sanders,  Chief 
Clerk,  Office  C.  of  C.  A. 
Mrs.  Sanders. 

Room  3212,  Munitions  Bldg. 

Br.  1720 

1606  Bass  Ave. , Kenil- 
worth, D.  C. 

AT 

6337-W 

John  J.  Mull  an  ey.  Chief  Clerk 
Office  C.  of  A.  C. 

Room  2605,  Munitions  Bldg. 

Br.  1101 

Cavalier  Hotel,  3500  14th 
St.  NW. 

CO 

3600 

Albert  B.  Neal,  Chief  Clerk 
A.  W.  C. 

Mrs.  Neal. 

Room  28,  Army  War  College 

(NA  8772) 
(Br.  103) 

Tudor  Hall,  10th  and  Mass. 
Ave.  NW. 

DI 

6620 

Lloyd  Boose,  Chief  Clerk  and 
Administrative  Assistant, 
Office  C.  of  F. 

Mrs.  Boose. 

Miss  Matilda  Boose. 

Miss  Barbara  E.  Boose. 

Room  3004,  Munitions  Bldg. 

Br.  1254 

6615  5th  St.  NW.. 

GE 

1541 

Guy  B.  Tippens,  Chief  Clerk, 
Office  C.  of  C.  W.  S. 

Mrs.  Tippens. 

Room  3047,  Munitions  Bldg. 

Br.  1231 

7225  Bradley  Blvd. , 
Bethesda,  Md. 

WI 

7055-J 

Augustus  S.  Goodyear,  Admin- 
istrative Assistant, 

Office  C.  of  Ch. 

Mrs.  Goodyear. 

Room  3042,  Munitions  Bldg. 

Br.  1097 

1630  Concord  Ave.  NW 

RA 

2368 
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Name 

Office  address  and  telephone 

Residence  and  telephone 

Ruth  B.  Connell,  Chief  Clerk, 
A.  I.  C. 

Rocm  2535,  Munitions  Bldg. 

Br.  1440 

16  Sherman  Circle,  NVf 

RA  5186 

J.  W.  Jenkinson,  Chief  Clerk, 
I.  W.  C. 

Miss  Margaret  S.  Jenkin- 
son. 

Room  1015,  Munitions  Bldg. 

Br.  2378 

1530  Upshur  St.  NW 

CO  4844 
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